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Ss These two pages of illustrations, text, and tables on the 
new Grinnell Adjustable Column Radiator Bracket are 
typical of the completeness of information provided by 
the Grinnell Hanger Catalog. 


Grinnell Issues a 


New Hanger Catalog 


EW items have been added to the Grinnell Line of Adjust- 
able Hangers. New improvements have been developed. 


Mail With Your All are covered in the new Grinnell Hanger Catalog. 








Letterhead 
It shows more than a hundred kinds of Grinnell Adjustable 
Hangers, Wall Brackets, Expansion Cases, Saddle Hangers, 
Gutanalt Company, tac. 305 W. Pipe Rolls and Radiator Brackets that provide for every condi- 
Rachenge St.. Providence, R. 5 tion encountered in hanging and supporting piping systems. 
Please send along copies of 
eee As in previous editions, dimensional tables and scale draw- 
work on piping specifications ings are provided for each model. This data has proved in- 
valuable in reducing the time ordinarily consumed to draw up 
es hanger specifications. 
ia We'll be glad to supply a copy of the new Grinnell Catalog 
for each member of your drafting room. Tell us how many 











you need via the coupon. 


GRINNELL | 


Brackets, Fittings, Hangers, Valves, 








Pipe Bending, Welding, Piping Supplies, Etc. 
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Arotet Prospect? 


Things are not as they are, but as they are 
regarded. 








—Selected. 


Too many plumbers are prone to disregard 
the opportunities that lie within easy reach. 
They take things as they think they are. If 
you would regard every filling station on 
nearby roads as prospects for VOGEL, No. 9 
closets and ¥ L hydrants, then you have 
taken things as they are. 


Both of these products are frost proof, thus 
affording an unusual opportunity for sales in 
a new channel. 





Write for full particulars about the VQGEL 
line today. 
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Jos. A. Vogel Co. 


Wilmington, Del, St. Louis, Mo. 
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Insulation 
What a Faucet EverHot Leakage By-Pass 
Leak Went Cuts the Gas Bill 


is simple. The by-pass tube connects the hot 
water outlet with the cold water inlet. Any faucet 


THIS OPENING leakage, up to the capacity of the tube, passes 


‘ : through the tube and not through the heater. 
will pass 260 gallons of When a hot water faucet is opened the check valve 
water in 24 elttsar tal is raised, allowing the hot water to pass from the 
lbs. pressure. heater. The by-pass tube is calibrated to pass 

about one pint per minute. 
Ty isl | S '@) P E N l N G Old faucets naturally leak. New faucets frequently 

. ibbl s hey ightly closed. : 
will pass 1100 gallons of dribble because t ey are not tight yc osed The 

‘ h 3 “ waste due to dribbling faucets is a real item in 
Son in 24 hours at 50 practically every home. 

Ss. pressure. , 

P — Try this: Open any hot water faucet slightly until 
it passes about one pint per minute. You will be 
surprised at the small size of the dribble. Yet, a 
dribble of this size running constantly for one month 


will waste 5400 gallons of hot water at a cost of 

about $10.00 with gas at $1.00 per thousand. 

EverHot feries ‘‘C”’ saves this waste. 
ents  _ SV=RHOT tmATan COMPANY 


5211 WESSON AVE DETROIT 
Mention Domestic ENGINEERING when writing advertisers. 
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More Sales and 
Bigger Profits 
for the Plumber 
Installing 
“Merion” Heaters 














That’s just what the 


‘‘Merion”’ means to you 






































More Sales and More Profit 




















Li oe : | It is the fastest selling auto- 
matic water heater on the market 
and if you don’t believe it let us 
tell you how you can find-out for 





yourself. 


You know many of your cus- 
tomers who do not have the con- 
venience of automatic hot water 
service in their home and you can 
give it to them at a price they 


can afford. 














JOHN WOOD MEG. CO. :; CONSHOHOCKEN, PA. 
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DEPENDABLE HEAT ALL OVER THE HOUSE WITH ECONOMY 


PROTECT 


your own good will 
with Capitol 
Guaranteed Heating 


On these fine winter days, when the red in 
the thermometer slips suddenly down, the 
telephone rings in the office of more than 
one contractor. 


“It’s cold as the deuce here,” says a chilly, 
complaining voice over the wire. “‘The wife 
and baby are freezing. I’ve stoked and 
shoveled ’till I’m blue. You told us that this 
boiler would surely ... ” 





No explanations can satisfy. Cold folks 
aren’t interested in reasons. They care only 
about results. And the good will, that a con- 
tractor has earnestly built for a great many 
years, vanishes overnight. 

That’swhy Capitol Guaranteed Heating 
protects the contractor as well as his custom- 
er. For the exact amount of radiation that 
every Capitol boiler will heat is guaranteed 
in writing. All doubt and speculation is elim- 
inated, making your jobs gold-bond invest- 
ments in heating comfort. Let us send you 
complete specifications and selling facts 
about the nationally-advertised Capitol line. 


UNITED STATES FRADIATOR (ORPORATION 


DETROIT, MICHIGAN 


6 FACTORIES AND 28 ASSEMBLING PLANTS 
SERVE THE COUNTRY 


For 36 years, builders of dependable heating equipment 
Capitol 


and 


UNITED STATES 
RADIATORS 



































SUPPLIED AND INSTALLED NATIONALLY BY ESTABLISHED HEATING CONTRACTORS 
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Get this/ 


---quality (fittings) can’t 
be made from scrap 
iron by adding metal— 
heavy-clumsy fittings 
are the only result. 





So ZURN cast iron fittings are made from 
pure pig iron — virgin metal. We get a 
lighter fitling, easier to handle—a stronger 
fitting that will stand abuse —a_ close- 
grained fitting without sand holes. You 
get a job that will uphold your engineering 


reputation. A few of our leaders: 


TRAP SCREW FERRULES 
CLOSET BENDS 
DRUM TRAPS 
TRIPOD BOILER STANDS 
CESSPOOLS 
BACK WATER TRAPS 
SINK TRAPS 
CELLAR DRAINERS 
DRAINAGE FITTINGS 


J. A. ZURN MANUFACTURING COMPANY 


Erie, Penna. 


Chicago Warehouse — 14th Place and Clinton St. 
Branch Offices —New York, Philadelphia, Pittsburgh, 
Los Angeles, Seattle, Atlanta, Houston, Kansas City 


ZURN 









Our 

) Catalog 
7 * 
tae 
SS 








Virgin Metal 
Products 
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TACO SEMHNDIRECT 


Furnishes hot water to the 1200 people employed in the 
United Cigar Stores’ Building at 53 West 17th Street, 
New York City. 


It also supplies hot water to a large soda fountain which 
was formerly supplied by an automatic gas heater. 


. Write us for any installation advice you may desire. 





Patented 
Dec. 27, 1921 





THERMAL APPLIANCE COMPANY, Inc. 
342 Madison Avenue $8 New York City 


TRADE 
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Leak Proof! Break Proof! 












Pacific Steel Residence Boilers | i Bw, 
of the largest size can be in- oe |e 

stalled in any building with 
an average height ceiling and 
a 32” door to the basement. 
Occupy minimum floor space. 
Ideal for bungalows, residences, 
and small apartment buildings. 















Rise Bay ee: io" eee 








EG Y ACompact Residence Boiler 
“asrmaos™ of Steel—Electric ArcWelded 


Every joint and seam in the Pacific Steel Resi- 
dence Boiler is electric arcwelded. Every joint is 
leak-proof without caulking—unaffected by the 
most severe expansion and contraction strains. 





Built of the strongest, most durable boiler ma- 
terials known—steel boiler plate and high- 
oui. ‘aii. grade steel tubes, conforming strictly to the 
sana 8 Oh As A.S. M. E. Code. Absolute protection against 
neered electric arc y ; ‘ . 
| breakage in handling and in service. No tie- 
welded boiler con- ; Theicag - 
ups for expensive repairs in the dead of winter. 
struction. Today 
Susie. amuse While constructed for the hardest possible 
tion is a recog operating conditions, Pacific Steel Residence 
ined euaitecd. Boilers embody the same principles of design 
which have given larger Pacific Heating Boil- 
ers a nation-wide reputation for efficiency and 
economy. Especially adapted to oil burning. 
Write for catalog and complete information. 
GENERAL BOILERS COMPANY, Waukegan, Ill. 
PACIFIC STEEL BOILER CORP., Bristol, Pa. 


BRANCH OFFICES IN PRINCIPAL CITIES 


PACIFIC 


STEEL RESIDENCE BOILERS 


Fourteen years 

















’, 1926 
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The “Wall Street’ of Egypt Calls in the Plumber 





A ee a 








One in a series of adver- 

tisements outlining the 

early development of 

plumbing ideas. A com- 

plete folio of thisHistory 

of plumbing will be sent 
on request 





WE MAKE 
Plumrite Brass Pipe 
Traps¢Tank Bends 
Basint Bath Supplies 
Tank Supplies¢Strai¢ght Wastes 
Patented Sink Plugs 
PO.Plugs ¢é Flanges 
Flat Sink Strainers 
Sink Connections 
Connecd Waste foflow 
Flush Valves and Fittings 


HREE thousand years ago, the Nilometer served much the same purpose 
in Egypt that the modern stock ticker does for us. It enabled financiers 
to forecast the ups and downs in the grain market. When the season came 
for the Nile River to overflow its banks, and irrigate the adjoining farm 
lands, the speculators gathered about the instrument and fixed the price of 
“corn”? with knowledge of the situation in every country bordering the Nile. 


An indicator was set up in a well, from which a tunnel ran to the river. As 
the water rose it indicated at once whether the distant farm lands had 
received their quota of water—a far quicker method than waiting weeks for 
the usual runners to bring the news of crop conditions. This plumbing 
device thus helped to regulate speculation in grain. 


Modern methods of making brass have taken the gamble out of plumbing 
materials. The uniformity of electric furnace brass is now obtainable in 
all Bridgeport products whether it be brass pipe, flush valves or plumbing 
goods. Write for booklet on the new line of Bridgeport Brass Pipe Fittings. 





yridgldéeport 
£ 5 eee 






x x 
crASS 

- BRIDGEPORT - CONNECTICUT 
NEW YORK PHILADELPHIA CHICAGO CLEVELAND DETROIT 
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Member Copper and Brass Research Association and Trade Extension Bureau 





























It’s utility that makes a union —ease 
in making up, adaptability for every 
type of job, and strength to stand up. 


You'll find that Utility is the middle 
name of Excel Unions—there’s no need 
to cut gaskets for them, for instance. 
They make up tight without trouble— 
and what's more, they stay that way. 


For every type of job—oil, water, gas, 
steam, air—you can’t do better than 
to install Excels. 


Ask your jobber. 
PROVIDENCE FITTINGS COMPANY 


7 Water Street Boston, Mass. 
New York City: 210 E. 45th Street 
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THE Nee, TO Or, MACHINE WORKS) 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 FULLERTON AVENUE 


CHICAG® Iht., 


November 27, I926. 





NYE—the Die Man 

To the Plumbers and Steamfitters of the U. S. A. Pipe Tool Maker to the 
American Plumber 

Dear Friends: and Steamfitter 
I feel like sending this letter to the Prince of Wales. I am not trying to break a 
into society, because the man who breaks into society is soon broke. But when I aH 
was a boy I thought if I could get into the princes' union I would be fixed for 
life. And I guess I would; but the wrong way. é 


This prince job isn't what people think. A prince wakes up in the morning and eats ull 
an egg that tastes just the same as an egg tastes to a plumber. Then the royal ; 
whistle blows and he has to go out and take a long walk riding a horse. Or review 

a parade, or listen to a speech, or. dedicate something. 


Then they drag him off to a dinner, after they have dug him out from under the 
horse, and then to a ball, where he has to dance with ‘em all, good—lookers or not. 
Then at 3 a. m. they take him home on a stretcher, and when they ask him how he 
feels, he says, "Like a prince." And he not only feels it, he looks it. 


There may be plumbers who wish they were princes, but I bet there is more than one 
prince who wishes he were a plumber. There are a lot of fellows who wish they had 
the other fellow's job. But when I see a picture of the American heiress the 
prince danced with, I am glad I am what I am, whatever it is. 


The only man in the world who has a snap is the man who likes his job, who has a 
job that he works at so hard that he makes it easy. A plumber wouldn't look any 
better on a throne than a prince would under a kitchen sink. Every man to his job, 
say I, and plumbing is a good deal better job than princing. 


And, if a plumber works hard, and saves up his money, after forty or fifty years he 
can retire and live on the $3,687.12 he has accumulated. But when a prince gets 
through being a prince he has to be a king yet. He thinks that they are putting a 
crown on his head, but, as a matter of fact, they are putting a ball and chain on 


his foot. 


There is one fellow happier than a prince, and that is a plumber, especially a 
plumber who uses Nye Tools. 
Thoughtfully yours, 


NYE RATCHET REAMER Hue = Viy€. 4 






h class three blade reamer. 
mi es which are firmly im- Copyrighted 1926 by Harr —~ | G. Nye; 
bedded in body to prevent mis- all rights reserve 
alignment, are made of the high- 
est grade alloy steel ov a. 
Will ream from \’ 

which makes this tool tae” the 
place of any two reamers on the 


et. 
Het Pree... sccccccceess $6.00 





The tools you swear BY and never AT. 





Set 
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60 Days’ Free Trial on 
Heat Cabinet Sample 


We are making the heating man the judge of During this trial period you are invited to 
Trane Heat Cabinets. connect the Heat Cabinet with your heating sys- 
Why? Because the Heat Cabinet is such a tem and make any tests you wish. Put it on 


remarkable improvement that 
it makes a convincing demon- 
stration. 

See it! Test it! Understand 
how it operates and what it 
does—that is all you need to 
prove to yourself that here is 
‘the Successor to the Radiator.” 

Take advantage of our 60-day 
Free Trial Offer on Trane Feat 
Cabinet samples to familiarize 
yourself with this revolutionary 
improvement that means better 
heating and more beautiful 
rooms. Your sample Heat 





display. See what comments it 
receives from your customers. 
Paint it any color you wish 
to see how it can be made to 
harmonize with any room. Use 
it as your own. 


At any time during the trial 
period you may ship the sample 
back to us, freight collect. No 
charge. So it costs you abso- 
lutely nothing. Take advan- 
tage of our exceptional offer 
now. Get first-hand informa- 
tion, then decide for yourself 
how big the profit possibilities 
are with Trane Heat Cabinets. 


Cabinet will be shipped at once with 60 day billing Ask your jobber for complete information on the 
through your jobber. . Free Trial Offer today. 


THE TRANE COMPANY, Est. 1885 


204 Cameron Avenue La Crosse, Wis. 


TRANE HEAT CABINETS 


SUCCESSORS TO THE RADIATOR 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


ND SEZ HE TO US, “TO MISS EVEN ONE 
issue of ‘Domestic Engineering’ is unthinkable. 
To anyone who is working at the heating and 
plumbing profession, ‘Domestic Engineering’ is indis- 
pensable. I would not have my name off your list at 
any price.” And sez we to him, pretty-like, “Thank you, 
kind sir.” For it is nice to have our efforts so ap- 
preciated. There is that old joke about the editor who 
was always having to leave town, because he didn’t say 
the right thing. It indicates the fact that any community 
—and our industry is simply a big community—looks to 
the editor to be right. Sweet, therefore, is the praise of 
his readers to his ears. It means that his work is right 
that it is helping the good cause along. 


T IS NOT UNUSUAL FOR 

all of us to cast our eyes into the 
distance and to see there wonderful 
opportunities of which we are going 
to take advantage when we get over 
there. But “over there” always re- 
mains in the distance. One speaker at 
the recent Advertising and Sales, Man- 
agers Conference in Chicago said: 
“I’m not interested in the future as 
much as I am interested in this very 
moment. Because what I do now is 
going to affect my future.” What we 
do with the opportunities that lie at 
our doors—indeed, within our doors— 
will decide our future growth. “Find 
the Woman” is an article which points 
to one sales opportunity which is 
within the grasp of every plumbing and 
heating store which has a clerk or a 
stenographer in the office. Here is a 
workable plan which will add nothing 
to selling costs and may very well 
produce a very nice volume of extra business. 


E WHO ENJOY THE MANY ADVANTAGES 

of a thoroughly mechanical age have little con- 
ception of the discouragement suffered by the men who 
make possible the inventions which minister to our com- 
fort. When, in the third quarter of the last century, an 
engineer commenced to work on the idea of central heat- 
ing—of delivering steam at some distance — engineers 
who were by no means lacking in authority, scoffed at 


the idea. Today central heating is accepted as a matter 
of course. Some details of the first attempts to solve 
this problem will be found in the article, “The Start of 


THE STENO SAYS: 





Courtesy isn’t optional 
it’s obligatory vivid way the manner in which the 


Central Heating.”” Who knows but that some day we 
shall have our homes heated by steam delivered from a 
central plant in each community, much as we now re- 
ceive gas and electricity over miles of gas lines and elec 
tric wires,—when we'll “switch on the heat” as we do 


the electric light. 


HE SECOND ARTICLE IN THE SERIES OF 

three on the subject of “Partnerships” is in this 
issue. In our first article, you will remember, some at- 
tention was given to the legal aspects of partnerships. 
Now Mr. Zimmermann takes up the accounting problems 
which arise when a partnership is founded or dissolved. 
Just as a written agreement of partnership will do much 
to eliminate the possibility of disputes, 
so. the keeping of a correct set of 
records will keep partners from getting 
into the state of mind where neither of 
them will leave the office for fear the 
other one will appropriate a pencil that 
belongs to the partnership. Some part- 
nership disputes are just that ridiculous 
and when the courts are called upon to 
effect a settlement of partnership af- 
fairs, it is often an affair with a 
humorous side. Are your partnership 
books correctly kept? 


HERE IS A VERY FINE MES- 

sage printed in this issue—a mes- 
sage delivered by Charles M. Swin- 
nerton, past president of the California 
State Association, to service clubs in 
his state. We have entitled it ‘Sanita- 
tion and Civilization,” and it tells in a 


master plumber fits into the scheme of 

progress and how essential he is to 
maintaining high standards of healthful living. It’s Worth 
chpping and putting on file to be used whenever one of 
our readers has an opportunity to talk to a local organiza- 
tion. 


66 YPES OF CONNECTIONS TO BE USED 

at the Base of Soil Stacks” tells the results of 
research now being conducted at the University of IIli- 
nois, made possible by a group of Illinois masters. 


Your Ea 
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ONLY A GENUINE “TOLEDO’’ TOOL 


WILL GIVE “TOLEDO” SATISFACTION 


*“*TOLEDOS” have for a quarter century been recog- 
nized as the most efficient and desirable of all pipe 
threading tools. 


During all these years they have proven their super- 
iority — giving complete satisfaction under the most 
severe and exacting operating conditions. There is no 
job too difficult for a “‘TOLEDO” tool to handle easily 
and quickly and with less labor than other threading 
tools. 


The ‘“‘TOLEDO”’ No, 2 shown above threads 214 to 4- 
inch pipe and has no equal for a perfect threading tool 
of this capacity. Like all genuine ‘‘TOLEDOS”’ this 
trademark is stencilled in red on the box. If therefore 
you would be sure of enjoying real ‘“TOLEDO” service 
and satisfaction, look for the trademark and insist on 
it when buying. 


A copy of complete ‘‘TOLEDO”’ catalog will be sent 
on request. . 


THE TOLEDO PIPE THREADING MACHINE CO. 


NEW YORK OFFICE: 72 LAFAYETTE ST. TOLEDO, OHIO 
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That’s a lot of money— 
$400,000,000. In round 


Million Dollars figures it is what will be 


distributed to 7,800,000 members of Christmas Sav- 
ings Clubs in the United States within the next few 
days. While some of it will not get into circulation im- 
mediately, most of it will, for it has been saved to spend 
for Christmas presents. 


Four Hundred 


The big question now is how 
much of it will be used to buy plumbing and heating 
equipment. The answer lies with the master plumber 
and heating contractor—how they have spread the idea 
in their respective communities that plumbing and heat- 
ing products are practical, valuable gifts to present to 
friends and relatives. 

A market for any product is determined by the num- 
ber of people in a certain locality and by the amount of 
money they have to spend for’ necessities and luxuries 
of life. The above figures are proof that a market with 
tremendous possibilities has been made to order. After 
such a market is determined the next step is to sell it. 
And every master plumber and heating contractor should 
know the avenues to the pocketbooks of his customers 
and prospects. They are advertising, both newspaper 
and direct-by-mail, window displays 
sonal sales effort. 


and intensive, per- 
The plum is certainly worth pluck- 
ing. During the next few days it is going to be the 
ripest. 


Unpaid The master plumber who is not careful 

d to look up the bill-paying abilities of those 
Bills for whom he does work is going to find it 
necessary to write off a number of unpaid accounts every 
year. We know of one contractor who itemized the vari- 
ous losses he sustained during a certain year, and un- 
paid bills constituted 15 per cent of the total amount. It 
is obviously poor business to supply material and labor 
And it is 
unnecessary in these days of retail credit associations. 


to a person who is not going to pay his bills. 


It is a reflection on the business ability of the contractor. 

There are few cities in which credit information is 
not obtainable about any one who is buying goods. There 
are credit associations through which is cleared such 
information, and membership in them is decidedly worth 
while. In many cities, master plumbers’ associations per- 
iurm this credit service for their members. In those 


cities where they do not do this it would be a valuable 
Many master plumbers are in territories 
What 


can do 


work to start. 
where jobbers’ credit bureaus 
bureaus do for wholesalers, 
for master plumbers. And because they are expected 
to pay their bills and their ability to do so is determined 
before they can buy goods, they should certainly protect 
themselves in the same way. 
reduced in our field. 
of the first ways to reduce them is to quit doing work 


function. such 


credit associations 


Credit losses can be greatly 


They are entirely too high. One 


for poor pay customers. 


Too Much It is a wise man who admits his limi- 
tations. The ability to handle a large 
W ork 


of growth. 


volume of work is the result of years 
It means a well-established organization, 
their business and who 


composed men who know 


It means 
Many 
mishaps can occur in business life, and those who are 


can push the work along with little lost effort. 
considerable buying power and reserve capital. 


right up to their limits and even beyond can not absorb 
Still, 
take on more than they can handle, 
be much better off to do less volume and give correspond- 
An illustration 


too many such mishaps. there are many who do 


where they would 
ing effort to making it more profitable. 


to bring out our point would be a manufacturer who 
signed up orders for more goods than his plant capacity 


could possibly produce. 


Sell the * said that the target of all his sales efforts 
W omen is the woman. 


of the soundness of his argument. ‘The 


\ successful Chicago merchant plumber 


And his success is proof 
woman is the 
one who has to live with the plumbing and heating equip 
ment in the home; the one who has to work with it. 
It is she, therefore, who can appreciate the many refine- 
ments in fixture design which will give her greater com 
fort, 
husband may be the one who signs the checks, 
is sold that husband will sign the check for 


create a desire for your goods in the 


save her steps and minimize her house work. Her 
but if she 
what she 
wants. Therefore, 
mind of the woman if you would sell those goods. Bring 
out in your sales talks those features in the design of 
your goods which would appeal to a woman, 
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Secure a statement of the condition of the business before entering into a partnership 





Partnerships 


By WM. F. ZIMMERMANN 


Article No. 2 


N INDIVIDUAL doing business, as a single propri- 
if he keeps a has an 
account in his general ledger showing his capital. 
from to 
whether he withdraws more or less than the profits made. 


etor, proper set of books, 


A 


This capital may vary, time time, according to 
This variation in capital might affect his credit standing 
but since it is all his, he alone is concerned with whether 
When he takes in a 


partner or partners, it becomes a thing of interest to the 


he is drawing more than he earns. 


other members of the partnership and should have been 
In a 
the 


foreseen in drawing up the partnership agreement. 


partnership a capital account is kept for each of 


partners. 

After agreeing a man 
already in business and another man who is to contribute 
problem that will met the 
of the assets to be taken over by the 


to form a partnership between 


cash, perhaps the first be is 
proper valuation 
partnership. If the assets are taken over at too high a 
valuation the who contributes them getting too 
much credit to his capital account and if taken over at 
too low a valuation the man contributing cash is getting 
the An illustration will perhaps make this 


clear. profits and are to be shared 


one is 


advantage. 
Supposing losses 


equally and that 


the partnership took over accounts re- 
$10,000, which on collection realized 


ceivable, valued at 
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for the period covered. 


only $8,000, and the business showed a profit of $6,000 
The capital accounts of A and B 
partners would be as follows, if amounts not drawn were 
credited to capital: 


A B 
Original contribution .......6...% $10,000.00 None 
Profit for period—$6,000.00 less 
loss on accounts receivable— 
$2,000.00. 
To be divided—$4,000.00........ 2,000.00 $2,000.00 


$12,000.00 $2,000.00 

This might be all right if the situation was thoroughly 
understood at the beginning but a better way would prob- 
ably have been to agree that any losses on accounts re- 


ceivable of the old company should be charged to A’s 
capital account. The result would then have been— 
A B 
Original contribution ........... $10,000.00 None 
Loss on accounts receivable...... 2,000.00 
$ 8,000.00 None 
One-half of profit for period toeach 3,000.00 $3,000.00 


$11,000.00 $3,000.00 











——. 
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This method of handling makes quite a difference in 
the resulting capital accounts and would be a method that 
might do away with a great deal of argument at the time 
of the formation of the partnership. 


SETTING UP PARTNERSHIP ACCOUNTS 

FTER having valued the assets of a going concern, 
A the next question met in the formation of a partner- 
ship is: on what basis are profits and losses to be divided, 
shall partners or any of the partners draw salaries and 

how much capital shall be contributed by each? 
Supposing in the partnership we are going to use for 
this article that the partners are A, B and C. A owns 
the business and takes B in, a man experienced in the 
line but without much capital, and later they decide to 
take C in, who has capital, but no experience in the busi- 
ness. <A’s balance sheet at time of the formation follows: 

A’s Balance Sheet—January 1, 1925 


Assets— 
EE Si ARS SPER GES SNS Owd ae $ 300.00 
Accounts receivable ........... 2,500.00 
Merchandise inventory ......... 2,000.00 
Furniture and fixtures ......... 250.00 
Machinery and tools .......... 1,000.00 
EE ip wa asia uk Wane I We 900.00 
ee et ceeac oe ¢ e$6,080,00 
Liabilities— 
I oie, oi did act GN we'd Se le ¥ 2,450.00 
rN tars lect ia cus is GB ihn bos Sree $4,500.00 


The agreement reads 
that B is to contribute 
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te.) ek a a ae er $2,450.00 
ee eee ee ee ee ee eee $2,450.00 


(showing assumption of accounts 

payable as per partnership agree- 

ment.) 

Aas cal at ica o x: Mita? Gauss Gia Ow al ek $1,500.00 
eer ee TEI EE Ce Tee eee $1,500.00 

(to show B’s contribution and 

credit to capital as per agree- 

ment.) 

In the case of accounts receivable and accounts payable 
the old books would be balanced and taken over by the 
new concern. All other books would probably be retained 
by A after being properly closed out. 
of A & B Company would now be— 
January 1, 1925 


The balance sheet 


Jalance Sheet 


Assets 
NN Ei id ads Go ce a eg aa ae ad . $1,800.00 
MOGWURER TOOBIVERTO 66s cn ciccwccvces 2,500.00 
Merchandise inventory .............. ‘ 2,000.00 
Furniture and fixtures ...... oa Pe Cee 250.00 
Machinery and toole .....cccssvcacess .. 1,000.00 
I se oa) ahaie wide. 600 doce a SiN ee a 900.00 


$8,450.00 
Liabilities 
Accounts payable ......... . $2,450.00 


ce a eer Ce 


Me NEE .wis5kis aia ae WaleetsiaR wa 1,500.00 6,000.00 
$8,450.00 
After opening the 


books as shown above 





the sum of $1,500.00 
and that he is to get 
25% of the profits and 
share 25% of the 
losses, in case of any 
losses. 

It has been further 
agreed that A’s assets 
are: to be taken over 
at book value, = as 
shown, and if any ad- 
ditional liabilities turn 
up they are to be 
charged to A’s capital 
account. What jour- 
nal entries must we 
make to open the books 
of A and B Company 
showing the capital 
contributions? 

Journal 
A & B Company 
Dr. 
Cash ..4.4.8 300.00 





Accounts re- 
ceivable . 2,500.00 
Merchandise 
inventory 2,000.00 
Furniture and 
fixtures 
Machinery 
and tools . 1,000.00 
Trucks 900.00 
Cr. 
A’s capital.$6,950.00 
(to show assets 
taken over by A & B 


250.00 








the actual posting and 
balancing of the ac- 
counts is the same as 
in the case of a single 
proprietorship with the 
exception that two 
capital accounts must 
be kept and accounts 
must be opened for 
partners’ drawings. As 
the partnership agree- 
ment does not call for 
salaries to be paid to 
the partners, all with 
drawals made by the 
partners are assumed 
to be 
the profits and should 
be kept 
that a proper division 


drawn against 
separate so 


can be made at the end 
of the accounting 
period. Since drawings 
are made against 
profits it is up to the 
partners concerned to 
see that the drawings 
of the individual part- 
ners do not exceed the 
profits to be divided. 


THE YEAR'S AC- 
COUNTING 


T THE END of 
A the first year’s 
operation of A & B 
Company the books are 








Co. from A and pay- 
ment by a credit to 
capital.) 


Taking a third person into a partnership dissolves the old partnership 
and brings up some accounting problems 


balanced and the fol- 
lowing profit and loss 
statement is drawn up 











Profit and Loss Statement 
A & B Company 
January 1, 1925, to December 31, 1925 


ee eee ee eh eee eee er, $30,000.00 
Cost of labor and material sold ............. 21,000.00 
Be EE co ahcntenese sees bheae boa eae $ 9,000.00 
oe REE ee ee eT eee 5,000.00 
ee ee reer $ 4,000.00 


And it is found that A prior to the formation of the 
partnership owed $100.00 that was not listed in accounts 
payable and $259.00 of the accounts receivable were found 
to be uncollectable. During the year these items had 


been charged to his capital by the following journal 
entries: 

Dr. Cr. 
oy A ae ee or ee $100.00 


Accounts payable (name of company)........ $100.00 

(To charge additional accounts pay- 

able as per partnership agreement.) 
er ee 6s «bo de we hs OOS eee ee 

Accounts receivable (listed) ............... $250.00 

(To charge back to A old accounts re- 

ceivable found to be no good.) 

The books show further that during the year A drew 
out of the business $2,500.00, while B drew $900.00. The 
adjustment and division of profits would now be accom- 
plished by journal entries as follows: 


Dr. Cr. 
yo oe ee eer re $4,000.00 
A’s drawing (75% of profits)............. $3,000.00 
B’s drawing (25% of profits)............. 1,000.00 


This leaves a credit balance in A’s drawing account of 
$500.00 and a credit balance in B’s account of $100.00 
which can be either left in the drawing accounts or trans- 
ferred to capital. My advice would be to leave it in the 
drawing thus showing the amount of profits 
earned by partner, but not withdrawn, and 
leaving the capital at an agreed ratio. Since A’s capital 
has been reduced by the amount of $350.00 it would be 
good accounting to charge his drawing account and credit 
his capital with this amount, to bring his capital up to 
the original agreed contribution. 

The capital and drawing accounts, after giving effect 
to the above transactions, would appear on the general 
ledger as follows: 


accounts 


each also 


A’s Capital A’s Drawings 


Dr. Cr. Dr. Cr. 
$100.00 $4,500.00 2,500.00 $3,000.00 
250.00 350.00 350.00 
B’s Capital B’s Drawings 
Dr. Cr. Dr. Cr. 
$1,500.00 $ 900.00 + $1,000.00 


The capital investments remain the same as at the be- 
ginning and A has a credit balance of $150.00 on his 
drawing account, while B has $100.00 credit balance on 
his. 


TAKING IN THE THIRD MEMBER 


UPPOSING at this time C is to be taken into the firm 
~ which is equivalent to organizing a new partnership. 
The new agreement, however, provides that B is to con- 
tribute the sum of $3,000.00 for which he is to receive 
25% of the new capital, all three are to share in the 
profits and losses in the same ratio as their capital bears 
to the total new capital; and before dividing profits A 
and B are to be allowed salaries of $1,200.00 each for 
their services, to be charged to operating expenses, the 
additional capital to be left in the business, and A and B 
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are to draw out their credit balances on their drawing 
accounts in cash. 

When C contributes his capital of $3,000.00 and enters 
the firm the capital accounts would equal a total of 
$9,000.00. Since C is to receive only 25% of this as a 
credit to his capital there is a difference between his 
contribution and capital credit of $750.00. What does 
this $750.00 represent? It is the amount that C pays 
for the privilege of entering an establishment and is 
therefore Good Will. As Good Will is a profit of this 
business it must be set up on the books of A & B Company 
in the profit and loss sharing ratio before the company 
is sold to A, B & C Company. Therefore, A’s capital 
would be credited with $562.50 or 75% of the Good Will, 
while B’s would equal $1,687.50. The Good Will will not 
appear on the books of the new company as the entry to 
post C’s investment would be— 


Dr. Cr. 
PN GGG ib casas a she este een $3,000.00 
ug | ae ea eee ea ee ee eee: $2,250.00 
SUE Daca o tits 532 556s oa he see ae 750.00 


The actual bookkeeping for the new firm will be the 
same as for the old one, with the exceptions that each 
month salary account should be debited $200.00 and A 
and B drawing accounts credited with $100.00 each and 
the distribution of profits would be three ways instead 
of two. In reporting the profits for the income tax it 
must be shown that A and B received a percentage of the 
profits and $1,200.00 salary each. 


INCORPORATING A PARTNERSHIP 


NCORPORATING a partnership is merely the selling 
I out of the partnership assets to the corporation and 
the assumption of the liabilities by the corporation. It is 
accomplished by drawing off a balance sheet, crediting al! 
assets and charging corporation and debiting all liabilities 
and crediting corporation. The balance will be the amount 
that must be paid by the corporation for the business 
There will then be two accounts left in the partnership 
books, the amount the corporation owes for the business 
and the partners’ capital accounts. When the corporation 
pays for the business by issuing stock or cash to the 
individual partners these accounts will be closed out. 


In selling out to a corporation, if more capital is to be 
taken in, it is often necessary to create an asset of Good 
Will and credit this to the partners’ accounts before 
closing out the books, in order to maintain a controlling 
interest in the new company. Remember a controlling 
interest in a corporation is judged by the amount of 
stock held, which to control must be a majority of all the 
voting stock issued. Sometimes this is accomplished by 
raising or adjusting the value of the fixed assets, such as 
buildings, autos, machinery, etc., instead of placing the 
asset Good Will on the books. In regard to Good Will 
this is a legitimate asset and is caused by various condi 
tions such as location, customers, past earnings, etc., and 
in my opinion it is better to show it on the balance sheet 
than to inflate the value of the assets. 

This completes an illustration of the opening and clos 
ing of partnership books, but does not give many of the 
problems that might arise, and as in the illustration of 
Good Will gives only the simple method of handling 
This has been handled in this way so that we could first 
trace through one business the ordinary problems met 
In another article we will follow some more of the a 
counting problems that might arise through partnershi; 
dealings. It goes without saying that what we have bee! 
studying implies a proper set of books. Many a partner! 
ship dispute would never arise if the records of the busi 
ness were carefully and accurately kept. 
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Types of Connections to be Used at 
the Base of Soil Stacks 


By H. E BABBITT and A. G. DIXON 


on the soil stack of a plumbing system is an impor- 
tant one, although some plumbers give little thought 
That this latter statement is true is shown by the 


‘Ta QUESTION of the type of base fitting to be used 


to it. 


tings is the definite p 
duces greater positive 
plumbing system than 


article to which reference is made in this paragraph. 
The outstanding lesson given by these tests of base fit- 


roof that a short-bend fitting pro- 
pressures (back pressures) in a 
does one with a long sweep. This 


fact that some plumbers in the state of Illinois are even 
now using ‘“‘Tee’’ fittings to join soil stack and house drain. 

For plumbing systems in houses only one story in 
height, or two stories with no basement fixtures, it is 


was to be expected and the principal question to be an- 
swered was the magnitude of this difference. Positive 
(back) pressures resulting when the least desirable type 





probable that the air pressures set up 
in the system are not very largely af- 
fected by the choice of base fitting. 
But for buildings having fixtures lo- 
cated on two floors and basement, and, 
most especially for tall buildings, the 
base fitting of the plumbing stack 
should be selected with thought for its 
effect on air pressures on the system, 
as well as for the things commonly 
considered: first cost, ease of installa- 
tion, convenience as a cleanout, and 
stack convenience. * 
Tests were made at the University 
of Illinois during the last calendar 
year on a few types of base fitting and 
the results of these tests were pub- 
lished in the November issue of the 
Illinois Master Plumber. A series of 
tests just completed has added data 
on several types not previously tested, 
and has strengthened the general con- 
clusions which were drawn in the 












Avoid very short-sweep base 
fittings at all times. This in- 
cludes sanitary and straight 
tees. 

A Y-¥4 bend or double 1% 
bend base fitting is fairly 
good, if not of the short 
pattern. 

No attention need be paid to 
the choice of base fittings as 
regards their effect on nega- 
tive pressures (siphonage). 

A long-sweep ell base fitting is 
the least productive of posi- 
tive, (back) pressures, and 
where it is desired to relieve 
a condition in which traps 
are being blown out in a base- 
ment system, employ the 
longest-sweep ell that can be 
used in that location. 


of base fitting, a straight tee, was 
used, were found by tests to be six 
to seven times those which followed 
on the use of a long-sweep ell, 
which seems to be the best type 
available. The system having a 
straight tee at the base of its stack 
would need six to seven times as 
much venting to protect its traps 
from positive (back) pressure, as 
would one which included a long- 
sweep ell as base fitting. 

The next most important con- 
clusion is that negative pressures 
(siphonage) are only slightly af- 
fected by the type of base fitting 
used in a plumbing system. The 
negative pressure (siphonage) 
found when the worst type of base 
fitting was used was less than twice 
that found when the best type of 
base fitting was used. In the de- 
sign or choice of base fittings, it 
is believed that there need be no 
attention paid to the question of 
their effect on negative pressures 
(siphonage). 











The double-%th bend with nip- 
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: ple between and the Y-%th bend 
were found to occupy a middle ground, as regards air pres- 
sures resulting from their use on the stack base. They 
gave from two to three times the positive (back) pres- 
sures which were given by a long-sweep 90 deg. ell, thus 
approaching the worst condition—that given by a straight 
tee. 

Table 1 on page 22 gives numerical results of the tests. 

Each pressure given in Tables 1 and 2 represents the 
sum of 15 pressures obtained under 15 different rates of 
discharge of water through the 4-in. stack, and the tabu- 
lated pressures, therefore, are useful only for purposes of 
comparison among themselves. 

In order to determine the effect of joining a given sized 
stack to a larger sized house drain, a 5x 5x4-in. Y-%th 
bend and 5-in. house drain were joined to a 4-in. soil 
stack, and tests made thereon, by discharging water 
through the system, and measuring the positive (back) 

(Continued on Page 51) 





Report of Tests Being Conducted at the University of IIll- 
nois in Co-operation with the Illinois Master Plumbers’ Asso- 
ciation. Results of previous tests were published in “Domestic 


Engineering.” 
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TABLE 1. | 


Effect of Various Kinds of Base Fittings on Air Pressures Produced in 
the 4” Stack of a Plumbing System. 
: Pressures Related to 


Pressures in Inches Basis of 1.00 for 
No. | Type of of Water Column Long-sweep 90 deg. EIl | 
Pete, For ae “ wa 4 
Base Fitting Jase- | Ist 2nd 3rd Base- Ist 2nd} 3rd 
ment | Floor Floor Floor ment | Floor | Floor | Floor 
l 90 deg. Ell 7 
12 inch radius. 1.01 2.89 9.93 9.96 1.00 | 1.00 |} 1.00 | 1.00 
2 90 degrees Ell 
5 inch radius. 7.10 5.04 8.55 9 58 1.77 | 1.74 | 0.86 | 0.96 
3 90 degrees Ell | 
4 inch radius 11.24 6.97 9.45 11.31 2 


80 | 2.41 | 0.95 | 1.14 


} 90 degrees Ell | | 


3 inch radius. 14.47 9 90 9.12 11.53 3.61 | 3.42 | 0.92 | 1.16 
5 2-45 degrees | 

11 inch between 8&.40 5.27 7.93 | 10.30 2:10 | 1-83 | 0.80 | 1.024 3 
6 Vert. Clean 

Y-lth Bend 9 76 6.05 14.28 11.74 2.44 | 2.10 | 1.44] 1.18] | 
7 Heel Clean. 

Y-l4th Bend. 12.96 8.41 13.10 13 


96 || 3.23 | 2.91 | 1.32 | 1.40 


S Like (7) but Short 


Patt 23.80 | 15.72 | 10.62 | 13.88 5.93 | 5.44 | 1.07 | 1.39 
8) Sanitary | 


Tee.. as 18.50 12.47 11.46 13.90 1.62 | 4.31 | 1.15 | 1.39 
10 Straight | | 
Tee. 26.88 20.48 9.43 11.54 6.71 7.09 | 0.95 | 1.16 
1] No Base 
Fitting 1.43 x x 15.10 4). 36 x x 1.51 
Jasement and Ist floor pressures are positive (back pressure), except (11); 2nd and 3rd 
floors are negative (siphonage). 


























TABLE 2. 


Effect of Various-Sized Y'/th Bend Base Fittings and House Drains on 
Air Pressures Produced in a 4” Soil Stack. 


| Size \ Pressures in Inches Pressures Related to 
| of of | Basis of 1.00 for 
System Water Column (See text) |} Long-Sweep 90 deg. Ell 
Stack Jase House Base | Ist | 2nd | 3rd Base- Ist 2nd 3rd 
Fitting Drain ment Floor Floor Floor | ment | Floor) Floor | Floor 

t inch | 4x4x4 inch) 4 inch 12.96 8.41 13.10 13.96 3.23 | 2.91 | 1.32 | 1.40 
4 inch | 5x5x4 inch) 5 inch 6.62 3.13 13.63 14.04 1.65 1 1.08 | 1.37 | 1.41 
4 inch | 6x6x4 inch) 6 inch |) 6.52 3.66 13.90 i4.48 1.62 | 1.27 | 1.40! 1.45 


Basement and Ist floor pressures are positive (back pressure); 2nd and 3rd floors are 
negative (siphonage). 
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Telescopic 
Steam Lines 


By L. A. FOSTER 


RESENT day participation in the heating engineer- 


ing field reveals many interesting problems to be 
solved. The greatest satisfaction is derived from 


endeavoring to solve these difficult problems as they call 
upon our store of originality and experience. The follow- 
ing situation probably will be interesting as it had to be 
executed within a very short period of time and with a 
minimum of expense. 

Referring to the sketch Fig. 1, it will be seen that the 
railroad station was being served with low pressure steam 
for heating from the ice plant. The steam supply and 
return mains were enclosed in a tile conduit which passed 
beneath the rail tracks and station platform. The ice 
machines had _ previously motorized and existent 
boiler plant still was used to serve the railroad station 
and other steam requirements. This ice plant was secur- 


been 


LE CONDUIT 
as COMMS 

O° STEAM LINE CONVERT 
es EO INTO WATER LINE 


NEW 25 RETURN LINE 
“INSERTED IN 8” LINE 
_7-~ COVERING 

OLD 24° RETURN LINE 
—CHANGED OVER TO 

401B STEAM LINE 





ing its cooling water from a lake through a private pipe 
line which passed by the plant as shown. In the past, 
the lake water for the condensers had been going to waste 
in the sewer, and this volume of water was very valuable 
to another steam plant, located some distance beyond rail- 
road station, and on the same side of the tracks. In this 
location good boiler water was scarce, and as this par- 


ticular steam plant depended upon deep wells for its 
supply, it had been arranged to pass the wasted lake 
water from the ammonia condensers on to the steam 


plant through a newly constructed water main. 

The installation of this main from the steam plant to 
the station was not very expensive but considerable money 
was involved in passing it under the station platform and 
railroad tracks. Here is where the heating engineer 
stepped in and solved the problem with comparatively 
small outlay of money. It may be interesting to follow 
out briefly how the problem was analyzed. 

Referring to sketch Fig. 2, note original conduit con- 
tained 8-inch steam and 21-inch return line. The 8-inch 
line was converted into a water line, thus solving this 
part of the problem, but there was not room enough to 
insert another line to carry the steam supply. The 2%- 
inch return line converted to a medium pressure 
steam line and a new return line of 2%-inch galvanized 
pipe was inserted of 8-inch while at 


was 


inside water line, 
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Fig. 1 
each end an expansion gland arranged on a blank 
flange, thus allowing the new 21-inch water line to come 
out again. 

As to the relative steam carrying capacities of the old 
8-inch line under low pressure and the new 2%-inch line 
with medium pressure, they balanced out as follows: No 
meters were in use to check the steam flow, but basing the 
maximum steam condensation rate of the 6,000 sq. ft. of 
radiation in the station on .3 lb. of steam per hour per 
square foot of radiation, have 6,000%.3—1,800 Ib. of 
steam maximum, required through the 8-inch line. 

Now, the 21-inch line carrying steam initially at 40 lb. 
pressure and a flow of 1,800 Ib. of steam per hour, gives a 
pressure drop of approximately 3 lb. per 100 ft. of line, or 
3 lb. x 3 (distance from ice plant to station) equals 9 Ib. 
pressure drop, which, plus the 3 lb. pressure necessary to 


was 


we 


circulate in station system of piping, making a total of 


only 12 lb. pressure drop, while a total of (40 Ib. —12 
Ib.) 28 lb. is available. As the boiler plant carried 


100 lb. pressure it was only necessary to connect the new 
2%-inch steam line to the header and install a pressure 
Actually 
in operation, an average of about 20 lb. was carried on the 
low side of the reducing valve, same being varied to suit 
weather conditions, to maintain a minimum of 3 Ib. at the 


reducing valve to cut the pressure down to 40 Ib. 


far end where the 214-inch line connected to the station 
water main connection was made by 
without 


system. So, the new 


utilizing the old steam line which was in place, 
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turning over a spadeful of earth and at a very slight 
expense when compared with the cost of running the 
6-inch water line across the right of way. 

The time consumed in analyzing this problem before the 
work was done was far less than that required to tell 
about it. Those who hesitate, relative to their ability to 
handle steam flow formulas, should refer to any good hand 
book and they will find graphic curves on friction drops 
through different pipe sizes which, coupled with a fair 
grasp of the fundamentals of steam, will make a similar 
problem a pleasure to solve. 


COAL TO FLOW LIKE LIQUID 


A method of making pulverized coal flow as a liquid and 
the possibility of the coal industry undergoing a radical 
change when the process is developed, was described by 
Walter E. Trent, president of the Trent Process Co., New 
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York, before the international conference on bituminous 
coal, held recently in Pittsburgh, Pa. 
“‘Pulverized coal can be made to flow, and run, and seek 


its own level,” Mr. Trent said. ‘“‘The mere heating of pul- 
verized bituminous coal to a point at which vapors are 
generated (either chemical, water or hydrocarbons) gives 
to the coal a state of great mobility. In this condition it 
resembles liquids and answers the common laws of liquids. 

“As long as vapors, or gases, are issuing from the par- 
ticles, the coal retains this liquid-like condition. Its range 
is from the low temperature at which distillation first com- 
mences right through to the highest distilling tempera- 
tures, but the heating must be gradual. When it becomes 
possible to treat coal as a liquid, instead of a solid, the 
coal industry and all coal technique must undergo a 
change. The mining of coal, its transportation, its burn- 
ing, its carbonization, and its gasification will be affected.” 





Trouble in 


Church Heating 


By ¥. D. ROLLINS 


N a little hamlet in Iowa, fifteen miles from a railroad, 
| an imposing church has been built which is a land- 

mark to be seen for miles. It is the admiration of 
the entire community and represents considerable sacrifice 
from the many families whose thrift made possible its 
erection. Imagine then the disappointments, fears and 
resentment of this community when cold weather showed 
them the inability of their heating system to warm the 
building. 

Hurried calls to the architect in a distant city brought 
him on to the scene for a complete check-up of the plans 
and installation, and from then on there were many in- 
terested parties called in. Their opinions, after a full ex- 
amination, convinced them that all requirements were pro- 
vided for in ample radiation, proper pipe sizes and ar- 
rangement, boiler capacity, flue area and height. They 
also decided the boiler which failed to evaporate sufficient 
water to show a pressure on the gauge was the source of 
trouble and probably contained hidden defects inside the 
castings which prevented the normal generation of steam. 

The manufacturer of the boiler was then notified of the 
trouble and arrangements were quickly made for the 
writer to inspect the job. A night ride to the nearest sta- 
tion and then fifteen miles in a heating contractor’s Ford 
truck in below zero weather, over frozen gravel roads and 
through snow drifts, finally brought us to the church. 

Our arrival seemed to be quickly announced to the com- 
munity and solemn members of the congregation soon 
drifted into the cold building to discuss in undertones the 
hopelessness of the situation and later to offer free advice 
as to the best remedy. While a fire was being kindled a 
hasty check-up was made. The boiler of 5,000 sq. ft. 
rating was connected to a flue 30 in. x 30 in. and 65 ft. 
high. The steam circulated through a conventional one- 
pipe system supplying approximately 2,000 sq. ft. of radia- 
tion. There was nothing apparent to explain the source 


of trouble. 

































































An examination of the coal pile showed that large 
quantities of Pocahontas mine run coal had been used and 
it appeared dry and of good quality. When some of this 
was fired on to the new fuel bed however, poor combus- 
tion was apparent. Draft gauge readings at the boiler out- 
let were only one-tenth of an inch. This combined with a 
steady water line and assurance that the boiler had been 
thoroughly washed and blown off indicated that the trouble 
was probably in the air supply to the fuel bed. 

At the end of a three-hour test we were convinced of 
the impossibility of producing any reasonable amount of 
steam. The boiler room was well ventilated and the diffi- 
culty could not be accounted for there. The fire was al- 
lowed to burn down and the breeching was removed and 
examined, also the flue on the inside. All was found as 
it should be except for a well about 7 ft. deep formed by 
the flue as it extended downward to the floor below the 
smoke breeching entrance. We quickly filled this with 
ashes, replaced the breeching and started the fire again. 
The results were amazing. The draft gauge showed three 
tenths of an inch and steam was formed so fast that in 
less than thirty minutes the boiler was blowing off and al! 
radiators were hof. 

The trouble was caused by flue eddies in the base of 
the chimney. Instead of the air current passing directly 
upward as it entered the flue, part of it at least, deflected 
downward, and the eddy formed reduced the draft so seri 
ously as to prevent the proper combustion of the fuel in 
the boiler. 

The bottom of flues for heating boilers should be at o1 
very little below the level of the smoke breeching as it 
enters the flue. The common practice of extending them 
down to the floor frequently results in trouble from draft 
eddies, and as in this case entails considerable expense and 
trouble for all interested parties. 
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Illinois scene in times of Lincoln, who worked for a time as a barge hand 








Find the Woman! 


By GERTRUDE A. MULLER 


* 


4 HIRTY years ago when I was a cub salesman 
selling plumbing supplies, a woman would 
scarcely have ventured into a plumbing shop 


Many plumbers were located back of a saloon, and in fact 
the 
wonderful 


a good deal of our selling was done over bar. 


indeed, the plumbing store of today is a im- 
provement.” 

So spoke the manager of one of the big job- 
bing houses of Cleveland when I called on him 
i few days ago. 

It take 
I had been hearing a lot of talk in the plumb- 


made me “sit up and notice,” for 


ing industry—not only from jobbers and man- 


ufacturers, but from progressive plumbers, too 

with the implication that the only thing 
wrong in the industry is that most plumbers 
are not merchants. 


Success, they say, you know, is not a matter 


of where you arrive, but how far you get from 
And if 


present plumbing contractor can well puff out 


where vou start that’s true, then the 


his chest over what has been done 

When it was suggested that I set down in 
black and white some observations that had 
been made in sales promotion work during the 
past several years, it occurred to me I was 
going to face an audience—not in person, but 
through this widely-read magazine, and I re- 


called a tip Honorable Trade Extension Woolley 
gave me last June at the convention in Louis- 
ville. 


It’s good enough to pass on to each of you who reads 


this. Mr. Woolley has demonstrated its value. 
He says that when addressing an audience he always 
speaks to three men in the last row. If he can hold the 


attention of the man in the center, and the ones to farth- 
est left and right, all of the audience will get what he is 
trying to bring them. 


So, acting on his suggestion, I shall endeavor to reach 
the farthest removed, and shall consider these three to 
be the plumber who has a fairly good store and show- 


room, but is getting very little store trade; the plumber 
who has nothing but a shop; and the plumber who oper- 


ates from his own home, yet is more than just a mechanic- 


by-the-hour, and is eager to know how to build up his 
trade to the place where he will be able to put in a show- 
room and store. 
WILL THEY CALL YOU? 
O EVERY plumbing dealer who reads this, I ask 


the question, ‘‘Do the folks of your community know 
Don’t 
answer, “They ought to! Get some disinterested person 
ask. You'll be surprised at how few people really 
know where to go for plumbing fixtures, installation ad- 


is : 


whom to call when they need plumbing service? 


to 


vice, etc. 
I've taken occasion to check up on this, and I can say 
doctor 
then 
in their flurry and hurry they accept the first at hand, 
which sometimes doesn’t prove the best. 


frankly that to most folks a plumber is like a 


they don’t know whom to call until they need him— 


Surely there is 


*Miss Muller is President of Juvenile Wood Products, Inc 


Yes, 











“Did you ever stop to think what that little office girl could 
do for yout” 


as much difference in the quality of plumbing service as 
there is in the quality of fixtures. You wouldn’t be read- 
ing this article if you didn’t have ideals and aims that 
make you feel you are a little better qualified to serve 
than are many others who are carrying the sign of the 


‘plumbing profession. 
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tell 
to serve. 


the world! Or at least that of it 


You know they say that America was dis- 


Then part you 
aim 
covered once or twice before Christopher Columbus got 
here, but he was the first to tell the world. Even conser- 
vative Calvin Coolidge gave advertising its due when he 
said recently, “Advertising rather than competition is the 
life of trade now.” 

By “advertising’’ I don’t mean expensive space unjusti- 
fied by the amount of profit to be gained. I don’t mean 
wholesale advertising by mail. I mean cultivating with 
the talents we have in our own organization the particu- 
lar garden spot in which we happen to be located. 

Get folks to come into your store! That will acquaint 
them with faster than any other way. You want 
them to come in not just for the profits on the merchan- 
will sell at the their at 
your place of business will register you in their minds so 
they will remember you when they need service. 

If Mrs. Will Smith had ever in your store, 
would have saved lot the other 
When she discovered water seeping through her living 
room ceiling, she didn’t know what to do, so she called 
her husband on the phone. He was busy on an important 


you 


dise you time, but because call 


been she 


been a of trouble day 
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deal, was annoyed at the interruption, felt she was a 
“dumb-bell” not to be able to take care of the matter 
without bothering him. But even he didn’t know whom 
to call—he could merely suggest, ‘‘Call a plumber,” and 
in answer to her question, ““‘But what plumber?” he said, 
“Oh look in the back of the telephone book, in the classi- 


fied, under ‘Plumbers.’ Call the nearest one.” 


GET YOUR NAME BEFORE YOUR COMMUNITY 
OW HOW could you have registered yourself in the 
mind of Mrs. Smith, if heretofore she had had no 

apparent need of you? Oh, lots of ways. You could 
have sent her envelope stuffers frequently. These come 
to you imprinted with your name and address free of 
charge from the manufacturers of the products you dis- 
tribute. You might have periodically called yourself to 
the attention of the community through newspaper ads. 
But the easiest and best way would cost you nothing. 
After all, the best bet in selling is still the human voice. 

You, Mr. Plumber, who are sitting in’ the center, last 
row, did you ever stop to think of the sales promotion 
work that little office girl could do for you? She could 
in her leisure hours, in less than one year’s time, register 
in the minds of every home owner you aim to serve, the 
consciousness that you are the plumber to call upon, 
whether it is service, advice or fittings which are needed. 

You know they say the success of “Abie’s Irish Rose,” 
the play that ran longest on Broadway, was due to word- 
of-mouth advertising. And of course your own success 
in your own community is largely due to that. It is what 
Bill Jones tells Harry Brown, or what Mrs. Jim White 
tells Mrs. John Doe, that determines the kind of a car that 
is bought, the make of the bathtub, and the plumber who 
does the work. 

The trouble is that 
calls are not frequent enough to keep you in mind. 
supplement this good will in 
by word-of-mouth is the cheapest and best way. 

How Why, by taking the 
trouble to telephone a invitation to people you 
want to Just invite them in to 
see—they'll buy if you have saleable articles. 

There's 


invitations. 


jobs or service 
You 
Again, 


these installation 


must other ways. 


“word-of-mouth”? 
cordial 


then 


have visit your store. 


no end to how can broaden out in these 
Young John Smith, graduated in June from 
his university, has come back home to learn father’s busi- 
ness “from the ground up.” How about another bath- 
room for that family? It might save an awful lot of 
annoyance at the John Smith home—might keep sweet 
the domestic relations of the family. Young John will 
have to have his morning shower and his daily shave. He’ll 
need a water heater and a water softener, too. Mother 
may need a sanitary fixture for the baby. 

Do you know the answer to “Where does a sale orig- 
inate?’’ They tell me, “In the mind of the salesman!”’ 

Are we doing enough originating in this business? Some 
folks don’t know what they need until you tell them. 
Anybody selling good worthwhile merchandise knows he’s 
doing somebody else a good turn when he suggests some- 
thing which will bring greater comfort, convenience, and 
consequent personal efficiency. 

Of course it’s important to have in your store every- 
thing in the sanitary line that anyone would want. You 
can’t get business unless you’ve got something to sell. 
That genial successful plumbing contractor of Green Bay, 
Wis., George F. Reeke, writes me: “I ant interested in 
having the plumbers handle any merchandise pertaining 
to sanitation, so that the plumber will gradually sell him- 
self to the public in such a manner that they will form 
the habit of shopping for items of this kind in the plumb- 
ing store.” 


you 


November 27, !926 


That, it strikes me, is vitally important right now. And 
it isn’t necessary to be jealous of whether anyone else 
handles these products. Nowadays it is found that the 
more places an item is distributed, the more popular it 
becomes for every distributor. There ‘may be some suc- 
cesses gained by keeping everybody else out of the run- 
ning, but it seems to me the American way is to concen- 
trate all powers on the upbuilding, rather than to con- 
centrate those same powers on the down-pulling of the 
other fellow. No race was ever won by watching the 
other runners. Concentrate on your own problem. 


MAKE THE STORE ATTRACTIVE 

OW can you make your store more attractive with- 
H out much expense? Is it pleasing enough that people 
like tocomein? If you were a woman would you be shy 
about attempting to purchase at your present plumbing 
store? Does it radiate that cleanliness and cheer that 
makes people want to buy? Is there anyone in your store 
whose particular business it is to wait on trade, or is this 
a side issue? 

The atmosphere of a store has more to do with buying 
than anything else. Recently on a hurried business trip 
to one of the neighboring cities I stopped in at a store 
which was new to me, to make a necessary purchase. I 
was so enchanted with the taste displayed everywhere 
that before I left I had made purchases in three dif- 
ferent departments amounting to $23.00—not a large 
amount in itself, but every purchase made was of some- 
thing not absolutely needed at the time, but the sugges- 
tion came from the class of merchandise, the tempting 
way in which it was displayed, and the pleasing sales- 
manship on the part of the sales people. These factors 
induced a buying mood. 

Women like to buy in beautifully attractive small shops. 
Look at the number of small hat and gown shops which 
have sprung up in New York and Chicago in the past few 
There is a trend to the small shop featuring one 
exclusive class of goods. Men, too, prefer to buy their 
ties at a haberdasher’s, their tires at an automobile tire 
shop, their plumbing fixtures at the plumbing store. 

Do let’s keep on making the plumbing store more at- 
tractive. What pride a woman takes in her beautiful 
bathroom and the gleaming enamelware in her kitchen! 
How reasonable to conclude she would love to patronize 
a “bathroom store’”’ which was just as attractive. 

So often just a little touch will help so much. I recall 
a visit at the plumbing shop of one of the good plumbing 
dealers of a Mid-West city. He has an excellent reputa- 
tion—installs many bathrooms—but he isn’t getting all 
the profits to which he is entitled—by any means. He 
has his shop in what was his barn. It is reached by a 
board sidewalk. He has put in several windows and 
has an embryo show room. When I saw it he had sev- 
eral closet combinations ranged along one side, a bath- 
tub, two or three lavatories and I believe a water heater. 
The ware he was carrying was as good as can be had, but 
everything was covered with dust. No woman would have 
been attracted by his exhibit. 

A few hours’ time, a few dollars’ expense, would make 
of the temporary quarters a man may have to occupy 
while building up a business a store that people would 
have delighted coming to. A wide cement sidewalk; 4 
trellis with vines, possibly roses, over the door; window 
boxes, would have distinguished the entrance. Inside, 
beaver board, cheery paint, and harmonizing linoleum on 
the floor, would have proved a setting against which ‘he 
fine earthenware and closet seats would have shown to 
advantage. A little time dusting and with soap and wa'er 
would have improved matters, 


years. 


(Continued on Page +!) 
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Read what this Supply Salesman says of 
-| ARCO WATER REGULATOR 


. L. A. BLAND, who sells for the U. S. Supply Company, 
Kansas City, Missouri, feels that every heating contractor 
should put an Arco Water Regulator on every job he installs. 


af He says: “Whenever the owner of a hot water heating 

< plant has trouble getting hot water, I recommend an Arco 

Water Regulator, for I know it will give him not only ample 

1 hot water at a certain temperature, but it will also save 
him a lot of fuel.” 

Arco Water Regulators make satisfied customers and keep 
them satisfied. They save many thousand: steps to the cel- 
lar and the constant annoyance of fussing with dampers. 
They make the job easier to handle and satisfied customers 
are the best business builders you can have. 


But Arco Water Regulators do more than this to every 
heating contractor — every one that you install means an 


extra profit for you. 








We'll help you get your share of this business 


If you will furnish us with names of prospectsfor Arco Water Regulators 
for old jobs or new— we'll gladly mail them a letter, telling them about 
Arco Water Regulator and featuring you as the expert in the installation. 


THE ARCO WATER REG- We'll print this letter on your own letterhead, address, stamp and 

ULATOR is one of many heating mail them for you, or send them to you so that you can mail them locally. 

accessories made and 
guaranteed by 


AMERICAN RADIATOR COMPANY 


816 So. Michigan Ave. Specialties Department Chicago, III. 
































If you are interested, just drop us a line, or ask the Arco salesman. 
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RADIATION 


pedi 
y PATTERN 


BEAUTY — The most beautiful and un- 
obtrusive radiator yet produced. It will 
appeal to people of refined tastes, who 
recognize purity and consistency of design, 
wherever and whenever they see it. 





es 











SCREW NIPPLE joints solely to elim- 
inate horizontal tie rods which would be 
conspicuous and unsightly in this open, ; 
graceful pattern, and would mar the ex- ' 
quisite beauty of an otherwise perfect : 
design. ‘ 

' 


RATINGS which inspire confidence. For 
equal ratings PIERCE EASTWOOD RADI- 
ATORS have the same number of sections 
of the same height, the same or slightly 
greater width, and exactly the same spacing ° 
as the older patterns which have been F 
standard for years. ’ 

' 








Unusual dimensions, and widely differing 
systems of rating can result only in con- 
fusion and inconvenience. On this account 
we have considered it desirable to main- 
tain the existing standards of size and 
capacity. 


Even though these standards may not be 
ideally perfect, they have served, and are 
serving their purpose well, and are without 
question vastly better than none at all. 


PIERCE, BUTLER & PIERCE 
MANUFACTURING CORPORATION 


41 East 42nd Street NEW YORK, N. Y. 


Branches and Distributors in Principal Cities 





Mention Domestic ENGINEERING when writing advertisers. 
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FIND THE WOMAN 


HEN a woman or girl in the office who would take 
é interest in keeping things in shipshape, good 
housekeeping order—a girl who could do this in her 
leisure hours—the girl or woman who makes out the bills 
and orders, attends to the various business matters, leaving 
the plumbing contractor free for more important work. This 
girl can add the feminine touch in making and keeping 
the plumbing store attractive—can in her spare time use 
the telephone so that not a day passes but what four or 
five people have a cordial invitation to come in—do come 
in—but whether they do or not—remember where to go 
for plumbing service and fixtures. 

Do you know, too, that many live-wire plumbing deal- 
ers are building up a store trade by taking advantage of 
the house-to-house method? One man I know is getting 
his name introduced to the householders of the section 
he serves by putting a woman out on a commission basis, 
carrying two particularly attractive plumbing items. I 
don’t know just how this plumber is working the stunt, 
but if I were the woman, I should introduce myself to 
the householder as one who was making a survey of 
the neighborhood to determine the adequacy of the san- 
itary fixtures. I’d inquire regarding the number of bath- 
rooms, and age of fixtures, whether there was a closet 
combination on every floor, was there a water heater, 
water softener, etc. Then quite incidentally I’d display 
the items I carried, merely to show what was new in the 
line, speak of the approval they have had from health 
authorities, etc., the saving for the housewife, etc., make 
the suggestion regarding gifts, etc. I’d make my sale by 
low pressure. Then I’d tell the householder all about 
the new double drain-board sink; if needed, suggest a 
replacement of the present closet seat, show her where 
a closet combination could be placed in the back hall— 
or an additional bathroom placed between two of the 
bedrooms. 

That kind of a survey would pay for itself in orders 
for smaller items, and bring any enterprising plumber 
enough new business to put him on easy street, provided 
the survey data was properly followed up. 

And that is why I say—Find the woman! 

There’s a whole world waiting for more plumbing fix- 
tures—new and in replacement—why not sell them what 
they need? If we’ll only develop the market, we won’t 
need to worry about poor business. 


OPPORTUNITIES MISSED 

CAN illustrate with three actual experiences. I was in 
I one of the metropolitan cities the other day, stopping 
at a small hotel close to one of the world-famed boule- 
vards. The location was excellent, everything in the lobby 
and halls of the hotel first class, and I was perfectly sat- 
isfied until I stepped into the bathroom of my room, To 
be sure, it was clean—spick and span as to shining enamel- 
ware, tiled floors and painted walls—but oh, the closet 
seat! Every bit of varnish had been scoured off, and 
the seat had pulled apart at the joints. 

For just a few dollars that whole room would have 
been toned up. And it would have paid for itself. Why 
hadn’t somebody sold the hotel manager on the value 
for him of replacing say a dozen at a time? Ina year he 
could have replaced every seat in the house and would 
hever have felt it. 

A professional man who serves our concern told me 
he had just moved into a house in one of the suburbs 
of a neighboring city. He was renting a house valued at 
$25,000. I asked from curiosity, as-to the condition of 
the bathroom, He said, “All in good shape except the 
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closet seat that’s awful. Even splintered.’ I suggested 
his buying a new white seat, to which he replied, ‘“‘Why 
I’m not going to buy the house; and I’m not going to 
buy a closet seat to leave for the next tenant.’’ Nobody 
had suggested that he could take his closet seat with him 
almost as easily, perhaps more easily, than his parlor 
chairs, 

My brother searched the town over (a city of 200,000) 
looking for a good scale for the baby. I heard his wife 
tell him how urgent it was to get this immediately—the 
doctor had instructed that the baby be weighed daily to 
see if it was getting the proper diet. Brother couldn't 
find a scale, finally went to a wholesale house and in 
desperation asked his friend, “Can you get me, or tell me 
where I can get, a baby scale that is accurate?”’ 

Aren’t we hiding our light under a bushel? 
use our windows, our telephones and our brains‘ 

Here’s Christmas again—are you going to get 
share of the Christmas money? You'll be doing a favor 
if you'll help some of these Christmas shoppers wisely 
spend their money on things which will bring cheer all 


Why not 


> 


your 


the year, 

People do like practical gifts. The most appreciated 
present I ever made my accountant brother was a Yankee 
drill. 
the seats they received from me last Christmas. I know 


Three members of my family were delighted with 


of lots of folks who would welcome similar gifts. 

Here again, in Christmas display and selling, the little 
office girl can prove a great help. 

So I say, why not get free sales promotion now and 
throughout the year, by letting the instinctive house- 
keeper, the girl in your office, add the feminine touch 
to your store, help make this so attractive it will draw 
the women of the community? 

Find the woman—and start cultivating that 
Diamonds that lies just outside your door! 


Acre of 


A. S. H. V. E. EASTERN COUNCIL MEMBERS MEET 

A meeting of the eastern members of the Council of the 
American Society of Heating and Ventilating Engineers 
was held at the Society’s offices, 29 West 39th street, New 
York City, November 15, with President W. H. Driscoll, 
C. V. Haynes, W. T. Jones, Thornton Lewis and Secretary 
A. V. Hutchinson present. The meeting was a follow-up 
of a similar meeting at which western members were 
present, held in Chicago, November 11. President Driscoll 
outlined the action taken at the Chicago meeting, and the 
directors present approved the work of their colleagues in 
the West. It was also decided to retain a certified public 
accountant to audit the Society's and the research com- 
mittee’s books. The next meeting of the council was set 
for December 10 at the New York City headquarters. 

Harper & Linscomb, 204 West 13th street, Austin, Tex., 
have been awarded the plumbing contract on the new 
residence for Dr. Morris H. Boerner at 108 West First 
street, and J. O. Buaas & Sons, 304 West Fiftn street, 
Austin, Tex., have secured the heating contract. 

H. C. Schumacher of Houston, Tex., is having plans 
made for the construction of a residence of brick and 
stone, eleven rooms with four baths, to cost $50,000. 

F. S. Price, 1433 Hall Place, Houston, Tex., plans the 
construction of four brick veneer duplex apartment build- 
ings, two stories each, eleven rooms, at a total cost of 
$60,000. 

The American Plumbing & Heating Co., 829 Baronne 
street, New Orleans La., has been awarded the plumbing 
and heating contracts on the new branch bank at Oak and 
Carrollton avenues, New Orleans, La., for the Marine 
Bank & Trust Uo. of New Orleans. 








The Start of 
Central Heating 


By J. C. HORNUNG 


mand ever since we laid off our furs. That was a 


. RTIFICIAL heating has been a growing human de- 
Just how long ago does not mat- 


long while ago. 

ter, nor does it need to be stated in this article through 

what channels we progressed to our present need for arti- 
ficial heat. 

Heat, to keep us 

and is 


is found in many forms and 
substances various methods. When 
used for our bodily comforts, we might well call it the 
“art of heating,” for, surely, with its present day refine- 
ments, it is an art. 

Might we not pause just a moment in this “high speed” 
age and take off our hats to the great scientists and in- 
ventors who toiled and gave their lives to searching out 
the mysteries of nature so that those coming after should 
not have to endure the hardships and discomforts of their 


warm, 
extracted by 


Nt 
sf 
| 








main used in central heating. This 


to the plant shown in Fig. 1 


Fig. 2.—The first steam 


was connected 


last 
have, no the 
of all times of nature’s beneficent 


day. This was not so long ago, the 


hundred 


very 
years doubt, witnessed 
greatest array 
bequests to humanity. 
One of these 
ful force so 
covered or first observed by Watt. Our greatest 
gifts often have the simplest beginnings. Watt 
little teakettle 


when he put a fire under it, and today we have 


that wonder- 


today, 


bequests is steam 


commonly used and dis- 


saw steam coming out of his 


theusands of miles of railroads, steamships on 


every sea, electric power and illumination be- 
yond comprehension, telegraph and telephone 
communication with every nook and cranny of 


the world, all made possible by Watt’s discovery. 

It remained for other inventors to wrest other 
conveniences out of that 
This story tells of only 


comforts and great 
steam 

that of heating our modern 
from a central point. This public serv- 
ice provides for the conveyance of heat through 
the medium of steam or hot water, from a power 
house or central station, through miles of pipe 
(heat mains), to homes, churches, schools, hos- 
It is one of our great public 
central station heating. 


servant of man 


one of its uses 


“‘caves’”’ 


pitals and stores 


services, 


Fig. 3.—The first residence heated from a central heating plant. 








1.—This, so far as can be learned, is the first central 
It was erected at Lockport, N. Y., in 1877 


Fig. 
heating station. 


Birdsall Holly, one of the foremost hydraulic engineers 
living at Lockport, New York, during the latter half of 
the nineteenth century, gave to the United States the first 
practical means of conveying steam through “long pipes” 
for the purpose of heating a home. These pipes were 
placed underground, which was perfectly natural. Other 
engineers had tried steam for heating but found they had 
to use it near to where it was made, at least that was the 
way they figured it out. 

Mr. Holly, like other good inventors, must have had 
a vision which said to him: “Steam can be conveyed long 
and in the face of many discouraging obsta 


distances,’ 


cles it was done. But after great and painstaking search 
and effort many principles were still unrevealed after 
steam came out of the other end of the pipe. Among the 


most puzzling of these obstacles were how to keep the 
heat in the steam from leaking through the pipes and 
how to keep the pipe from expansion under the influences 


of heat. (Continued on Page 35) 
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was at Lockport, N. Y¥., in 1877 
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FLOOR & CEILING PLATES) 
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Insist on the “Perfection” Number Ten! 


—Then you can be confident that the floor and ceiling plates you 
install will stay put—and you'll never have to worry about costly 
and inconvenient replacements. Such well known installations as 
the Woolworth Building and the new Madison Square Garden 
testify to the quality of the Perfection No. 10. Yes, it’s imitated~ 
but there's only one Perfection No. 1o—made by Beaton & Cadwell 
and sold by most good jobbers. Order them by name and insist 
on getting what you order—the Beaton & Cadwell ‘Perfection” 
No. 10 


Office and Warehouse Carrying Stock of Perfection Products and Simplex Flush Valves 
234 WATER STREET, NEW YORK CITY 


BEATON & CADWELL MFG.CO. 


Gstablished 1894 
NEW BRITAIN, CONN. 
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Compare the Fliexitite 











Ordinary Gate Valve Flexitite Disc Gate Valve 


Gap due to 
faulty seat 
alignment 











Ordinary gate valve Perfect seat contact 
disc and why it leaks It does not leak 





No gap between Disc and Seats 


OU know better than anyone else the 


strains that a gate valve often gets during 2 


installation. You appreciate too, that often 
these strains put the valve out of commission 
before it goes into service. Then you havea 
leaky installation. 


What is the answer? 


The Flexitite Disc is the answer, for its flex- 
ibility always insures perfect seating. 


Why? 

Because the disc is stiffly flexible, adjusting 
itself right up against the seats as tight as a wad. 
Not a drop of air or liquid can get by. 

These are the reasons why so many plumbers 


and steam fitters are using so many Flexitite 
Disc Gate Valves these days. They are getting the 
free-flow qualities of the gate valve and the no-leak 
qualities of the globe valve combined in one. 
Won't you try Flexitites on your next job? 
Ask your Wholesaler to show samples. 


Ohio Brass Company, Mansfield, Ohio 


239V 








O-B 
Brass Valves 


are made in the following 
styles: 


Flexitite Disc Gate Valves 

125 Ib. Standard Non Rising 
Stem No. 20 

125 >. Geendard Rising Stem 


o. 
100 Ib. Light Standard No. 25 


Radiator Valves 
Flexitite Disc Gate No. 50 
Steam No. 30 
Hot Water No. 40 
Packless Graduated No. 35 
Union Elbows No. 45 

Globe, Angle and Check 

Valves 

Renew- 

Brass able 

Disc Disc 
150 lb. Standard — No. 10 
125 Ib. Standard No.1 No. 15 

100 Ib. Light Std. No. 14% — 
Competition No.2 No. 3 
Lock and Shield No.5 No. § 





MATERIALS 
VALVES 





CO) ; PORCELAIN 
INSULATORS 
LINE MATERIALS 
RAIL BONDS 
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Iron pipes were used at that time and are still used to 
carry steam, but another material had to be added which 
did not let heat pass through it so readily. This outer 
conduit or covering took many forms and many materials 
were used. As a result of these many experiments, the 
insulating of heating pipes or mains has been so improved 
that the loss of heat through transmission is well within 
practical limits, in fact, it compares favorably with the 
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Fig. 4.—Showing territory now covered by the central heat- 
ing system of the Detroit Edison Co., Detroit, Mich. 


loss of other products and commodities such as gas, elec- 
tricity, or water 

Those who observed the performance of a long pipe 
when it became hot, realized that something had to be 
done to make it lie still. That thing known as expansion 
of material works with a force and exactness which can- 
hot be trifled with, so instead of holding the ends, Mr. 
Holly and all other good heating engineers, have met the 
Problem by inserting in the pipe every so often, a device 
which takes up the increased length of pipe due to the 
heat in it. Other minor details required much thought, 
but these being of lesser importance, no description need 
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be given. To prove that steam could be carried a long 


distance from the boiler, Mr. Holly ran a 1%-inch main a 
distance of 490 ft. to a home. The home was heated by 
the steam. 

Great men like Wilberforce and others pronounced 
schemes of this kind absurd bubbles, and impositions upon 
publie credulity It is unfortunate that such persons can- 
not see the picture of the first power house, Fig. 1, plan 
of the first steam main, Fig. 2, first home heated with 
steam from a central station, Fig. 3, and then compare 
this small beginning with a modern heat distributing sys 
tem such as that of the Detroit Edison Company, De 
troit, Mich. 


like 214 billion pounds of steam annually. 


(shown in Fig. 4), which supplies something 
Today there 
are several plants like this one, and one or more of these 
systems will be the subjects of another story. 

The first heating from a central station was done at 
within fifty years, and most of the 
latter half of that 


Lockport about 1877, 
growth has taken place during the 
period. Central heating is an industry which is in opera 
tion in a great number of our largest and most progres 
sive cities and it bids fair to become one of our foremost 
public utilities. Already it is one of our great conserva- 


tors of coal, oil and gas. 


NO CAUSE FOR ALARM OVER LACK OF PETROLEUM 


A plea for intensive coal research in this country as a 


patriotic duty was made by Thomas S. Baker, president 


of Carnegie Institute of Technology, in an address of wel 
come to the 800 engineers, chemists and fuel technologists 
who met on November 15 at the Carnegie Institute for a 
four-day international conference on bituminous coal. 

‘The United States would do well to emulate other 
countries in the establishment of great foundations for 
the study of coal,” Dr. Baker declared He pointed out 
that as a result of what research has already accomplished 
in Europe, liquefaction of coal has been achieved. ‘There 
need be no cause for alarm at the thought of exhaustion 
of natural petroleum,” he declared “The coal chemist 
is at hand, working with the engineer and ready to meet 
this emergency whenever it arises.” 

Dr. C. H. 
department of 
England, Marius R. Campbell, of the U. S. Geological Sur 
vey, Samuel A 


Lander, director of the fuel research of the 


cientific and industrial research, London, 
Taylor, consulting engineer of Pittsburgh 
and others discussed the future supply, liquefaction and 
other matters relative to coal. 


“In less than a generation,” said Dr. Baker, “the pres 
ent methods of shipping coal to be burned in itg raw state 
under boilers hundreds of miles from the mines will ap 
pear to have been primitive and rudely unscientific. Just 
what form the developments of fuel technology are going 
to take one dare not forecast. Of one thing we are cer 
tain, and that is that the changes will be radical, and it 
may not be too much to hope that this present interna 
tional conference on bituminous coal may mark a turning 
point, at least in this country, in the science of the utiliza 
tion of coal. 


“Without attempting to prophesy detail what will be 
achieved at this congress, we may state that it will illus 
trate in a most striking manner what can be accom 
plished when the principles of pure science are applied 
to practical questions It will show that coal research 
has already revealed much-—far more than the average 
man realizes.”’ 

This was a meeting of scientific men from possibly a 
dozen countries, who came together for the interchange 


of ideas 
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Bloomington High School 
Bloomington, Illinois 
Architect: 

A. L. Pillsbury 
Plumber: 

Ross Johnson 





Phil Sheridan School 
Chicago, Ill. 
Ar hitect: 
John A. Christiansen 
Plumber: 
Murphy Plumbing Company 





Gregory Steet 


Chicago ,1ll 
Art hite ect: 
John - Christiansen 
lumi er: 
Murphy Plumbit ig Company 
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Austin, Minnesota , High School 
Architect: 
G. L. Lockhart 
Plumber: 
J. P. Adamson & Company 


Pa 
fil ‘Titi. 


Dubuque, Iowa, Junior High School 
Yumber 1 


Architect: 
Royer, Danely & Smith 
Plumbers: 
Dooley & Bruininga 


w/ ~ 
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Wentworth School 
Chicago, Lil. 


Architect: 
John A. Christiansen 
Plumber: 
Henry J. Becker 
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Setting, and Ever Increasing, 

the Standards for School 
Plumbing 

INCE its beginning in 1878 the Clow organiza- 


tion has had but one aim—+fg set the standards 
in every field that Clow products serve. 





This aim has been responsible for Clow’s preeminence in 
the school plumbing field and for the efforts that Clow 
is constantly exerting to increase even its high present 


day standards for school plumbing. 


An aim, so high, cannot 
help but result in a most 
complete line of modern, 
carefully designed fixtures. 
And behind those fixtures, 
stands an impressive list of 
Clow installations that are 
living through their fifth, 
tenth and fifteenth year of 
service. 


JAMES B. CLOW & SONS 
201-299 North Talman Avenue 


CHICAGO 


Sales offices in principal cities 








PREFERRED FOR EXACTING PLUMBING SINCE 1878 
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Advertising Editorial 


A NEW ONE EVERY WEEK— No. 245 





' 


| 

















3 
yt 





dest 
Sy 
Py —J 



































































































































_ Practical Gifts 





Ask for a 
free copy of 
“The Story 
of the Bath,” 
a booklet 
that will be 
of interest 
to every 
member of 
the family. 


for the Family 


F LATE years the very sensible practice 

has grown up of giving practical gifts, 

particularly within the family circle. And 
among those frequently given, items of house- 
hold equipment show increasing favor. 

For this reason we call our very complete dis- 
plays to your attention as a possible and most sat- 
isfactory solution to the problem of what to give 
the family for Christmas. Here you may select 
gifts—all of them practical and enduring—rang- 
ing from one of the improved swinging spout 
faucets that are so handy in the kitchen, to the 
complete bathroom installation. 

When you’re making up your Christmas list, 
jot down a memorandum to come in and see our 





displays. 


(In this space your Name, 
Telephone, and 
Address ) 





ALES LETTER 
One a Week—No. 82 





In line with the drive for Christmas gift 
business we suggest the following sales let- 
ter to be sent to your customers. They rep- 
resent the best bet for direct-mail matter. 


J O H N BROWN 
Plumbing : Heating 


Two Rivers, N. Y., 
November 27, 1926. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

Shortly you will again be faced by the re- 
curring problem—what to give the family for 
Christmas. 

As you know, there has of late years been 
a growing custom to give practical gifts, par- 
ticularly within the family circle. And house- 
hold equipment holds a favored place among 
such gifts. 

For this reason we call your attention to 
our splendid displays. Plumbing and heating 
forms so important a part of household equip- 
ment, and its modernized products can add 
so much in comfort and convenience, that to 
select from our displays will be to give some- 
thing eminently practical and enduring. 

When you are making out your Christmas 
list, jot down a memorandum to drop in. 
There will be absolutely no obligation to pur- 
chase—yet you may very well discover a 
gift which it will please you greatly to give. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 103 


HE ADLET this week, too, is devoted to the 
Es Christmas Sales idea. Let your local paper 
run it from now until the day before Christmas, 
during which time there will be so much buy- 
ing of gifts being done. You may rest assured 
that it will be resultful. People will be scan- 
ning the advertising columns daily for gift sug- 
gestions. Copy out the Adlet below, add your 
name, telephone and address, and hand it to 
your local paper. 

Those who are using the Advertising Editorial 
and the Sales Letter will find that the Adlet 
makes a very good follow-up, since it carries the 
same idea. 











Christmas Business 


ge week’s Advertising Editorial ties up with the plan, sponsored by 
the National Trade Extension Bureau, to make a drive for Christmas 
business this year, in the week—-Nov. 27-Dec. 4—when the banks will 
be paying out this year’s Christmas Savings Funds. From now until the 
day before Christmas a great deal of money will be spent on gifts. 
There is no reason why we should not in our industry share in that 
business. Use this Advertising Editorial copy at least. You may secure 
the illustration from “Domestic Engineering” for 35c. 


37 


° ~e 
Practical Gifts 
“Practical gifts.’’ Let that be your 
slogan in making out your Christmas 
list. And you will find many such gifts 
here, at a great range in price. Come 
in and see our displays. 
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The 


Madbury Lavatory 
—<a type for each 


particular bathroom 























Self-cleansing overflow, by which over- 
flow drain may be flushed under pressure. 
It is only necessary to hold a finger over 
the inlet opening and turn on the water. 
The water is diverted into the drain, 
cleansing it automatically. 


DUROCK 


the perfect material for 
bathroom equipment 


HE Maddock “Madbury” Lavatory of Durock is the last word ill 

in beauty, convenience, cleanliness and durability. Wl not 
The larger illustration shows the pedestal style; the smaller, the leg ° 
style. Both are identical in every detail except the method of support. discolor 
Because the leg style costs less to manufacture, it may be furnished = 






at a somewhat lower price than the pedestal style; also it may be < 
supplied, if desired, in a smaller size. 

Both styles are made of all white Durock, including trimmings. 
Durock will not chip, crack, craze nor discolor. 

The “Madbury” is the only lavatory made with a self-cleansing overflow, insur- 
ing complete sanitation. Hot and cold water, mixed to any desired temperature, 


is directed to the center of bowl in a single stream. There isa large square bowl 
with anti-splash rim. 


wiped out witha 
damp cloth, when the 
ware reap 

spotiessly and e 
ly white as before. 














Durock lavatories remain new indefinitely. They can always be kept spotlessly 
clean by merely wiping with a damp cloth. 


THOMAS MADDOCK’S SONS COMPANY 
Oldest Sanitary Potters in America 


TRENTON, N. J. pene is so hard and glass-like 
that nothing can penetrate it. 


The surface sheds liquids that 
would sink in and discolor other 
sorts of ware. 

If ink, iodine, or acid is accidentally spilled 
on a Maddock Lavatory there is no dai 


mage 
done whatever. A damp cloth will always 


| DUROCK Bathroom ©quipment 3.88 
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Sanitation and Civilization 


By CHARLES M. SWINNERTON* 





IVILIZATION 


today as in all 
past ages de- 
pends on sanitation 
for its progress and 
advancement. With- 
out adequate sanita- 


tion, civilization must 
mark time and finally 
retrograde. Without 
sanitation, civilization 
would cease, and dis- 
ease and crime would 
become rampant. 

In order that hu- 
man beings may live 
together in large 
numbers in congested 
or restricted areas, it 





is necessary that ade- 
quate means be fur- 
nished to supply clear, 
fresh water to sus- 
tain them, and also 
adequate and prompt 
methods of disposing 
of the from 
their bodies. In order to maintain health in any commu- 
nity, it is absolutely essential that the waste matter from 
the human body be disposed of rapidly and effectively. 

By sanitation I mean that branch of science which deals 
with the maintenance of health and the prevention of 
disease by the regulation of external conditions, of which 
properly installed plumbing is a most vital part. Sani- 
tation is that science which aims at the perfection of our 
bodies, our minds, our dwellings, our communities and 
It would be impossible to address you on 


Chas. M. Swinnerton, past president, 


Master Plumbers’ Asso- 


ciation 


California 


waste 


our nations. 
this subject without drawing into my remarks that servant 
of the public, the original “Service Club’ man, the San- 
itary Engineer, more commonly known as the ‘plumber.’ 
Before I complete my remarks, I trust that I will have 
placed this worthy servant in a more favorable light in 
your eyes. 

Let us review and civilization in the ages 
gone by and in the present. Not in all its details, but let 
us take the outstanding features relating to the same. 


sanitation 


SANITATION AND CIVILIZATION 

N STUDYING sanitation and civilization and their close 
rates are first introduced to the insistent 
commands and instructions the children of 
Israel, found in the old Mosaic laws. will find this 
command and requirement constantly written into these 
laws which were formed for the guidance of his race and 
for its protection from disease by reason of filthiness or 
slovenly habits. ‘‘Wash your feet, sprinkle your head and 
bathe your body.’’ This law was enforced by the priests, 
as were all laws in those days, and the law of cleanliness 
more than others, the requirement being absolutely neces- 
sary before they appeared before the Lord of Hosts in His 


we 
of Moses to 
You 


*An address to Service Clubs, compiled and delivered by 


Mr. Swinnerton. 


temple. And the children of Israel, during the time that 


they abode by these sanitary laws, were healthy. You 
know what happened to them when they became filthy 
and dirty. 

Let us now pass on to the Romans. Out of these ancient 
Roman bathtubs out of solid have 
been unearthed, and are very similar in form to the bath 
tubs in use today. Civilization in the early ages reached 
its zenith during the time of the ancient Romans They 
encouraged all the arts and devoted much time to educa- 
tion and improvement, so much so that Rome the 
world in all things pertaining to civilization. This nation 
historians, 


cities hewn marble 


lead 


produced great 
erals, engineers, lawyers and writers. 


artists, sculptors, poets, gen- 
The Romans devoted 
much time, energy and study to the science of sanitation. 
As a people they bathed frequently, and were devoted to 
athleties. of the Rome 


and Pompeii have disclosed the fact that sanitary systems 


The excavation ruins of ancient 
of no meager proportions were in use in those days. 
In those days it was possible only for the very rich to 
afford bathtubs in their homes. 
necessity for the populace, extensive public baths, called 
Thermae, 
with hot and 
were constructed ona grand seale of refinement 
and patronized 
The baths of Caracalla in Rome contained, 


In order to provide this 


were maintained. These baths were equipped 
They 


and lux- 


cold water, vapor baths and showers. 


ury, at great expense, were consistently 


by the people. 
in addition to the largest swimming pools and numerous 


smaller ones, 1600 rooms. So you can get an idea of 


their immensity, and the demand for this form of personal 
sanitation. Agrippa, Diocletian, Antonius all 
constructed and maintained public baths of immense size. 


Titus and 


The Romans had engineers who constructed aqueducts 


to convey the precious fluid of life into their cities. These 
men exhibited high engineering skill. Their efforts com- 
pare favorably with our best engineering feats along 


similar lines today. Possibly they had some William Mul- 


hollands in those days. At one time no less than twenty 
such aqueducts stretched their long lines across the Cam- 
pagna, bringing water into the city from scores of miles 
(master 
plumbers) and journeyman plumbers who provided ways 


away. They also had skilled sanitary engineers 
and means, so that this same life-giving liquid, after it 
had the 
waste from the haman body, was conducted through lat- 
erals into the main outfall sewer, and thence disposed of 
by the same methods we pursue today. 


rendered its service and become ‘polluted by 


ROME NEGLECTED SANITATION—AND FELL 
ISTORY tells us that the Emperor Agrippa diverted 
H seven streams into the main or drainage sys- 
tem of Rome and constructed a main sewer so large that 
a boat could rowed through it under the 
the city. The Romans knew the value of water as a puri- 
fier and a health giver, and So 
the Romans bathed and were exacting in personal cleanli- 


sewer 


be streets of 


were unstinted in its use. 


ness. They also encouraged athletics among young people. 
Bathing plus athletic exercises 
of humanity. It did for the produced a 
nation of physically fit, hardy, strong and fearless men. 
It produced men of nerve and supreme vitality. 
that they victorious over 


fine 
Romans. It 


produces specimens 


So much 


so were nation after nation. 


39 








The 
Contrast 
Will 
Amaze 
You 


EYWEL 


Temperature Regulators 


C) 











If you will but contrast Honeywell— 
from the standpoint of dependability; 
increased convenience, economy and 
safety; absence of annoying and costly 
servicing—with any ordinary method of 
automatic control, you will be amazed 
at the difference. 


Honeywell assures complete satisfaction. 
In service it is wresting from every 
type of installation such rare new quali- 


ties that householders are coming to 
regard Honeywell as absolutely essen- 
tial to perfect heating comfort. 


It is significant that the leading manufac- 
turers of heating boilers recommend Honey - 
well exclusively; and, of the important 
automatically controlled oil burners listed 
as standard by Underwriters’ Laboratories, 
Inc., a majority is equipped with Honeywell 
controls. 


HONEYWELL HEATING SPECIALTIES CO. 


WABASH, INDIANA 
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Gaul, Spain, Britain, Asia Minor, Egypt and many other 
countries fell before the irresistible advance of this un- 
conquerable and aggressive nation. They became rich 
with the booty and slaves they captured. 

But the spoils of those wars were the undoing of this 
great race. The spoils (human slaves) which they broucht 
back with them to their native land, together with the 
neglect and abuse of their bodies, hastened the downfall 
of Roman civilization, and with it fell sanitation. Hun- 
dreds of thousands of captives of all colors and nation- 
alities, were brought back to Rome. With habits of liy- 
ing in direct conflict with those of the Romans, bringing 
with them disease produced by their unsanitary mode of 
living, being entirely unfamiliar with and possibly opposed 
to personal cleanliness, with hatred in their hearts and 
with a fixed purpose to eschew all things Roman, baths 
included, little wonder is it that from that period the 
Romans rapidly retrograded morally, physically and men- 
tally. These slaves were the property of the conquering 
Romans and were compelled to become workers. Labor 
kept them fit and active. The streets swarmed with them 
and the Romans had great difficulty in holding them in 
check. This they did for a period by making the require- 
ments for citizenship very rigid. The captives became the 
workers, the Romans became dissipated and dissolute, 
wasting their time in riotous living. Their morals became 
loose and their habits vile. They forgot their baths and 
athletics, they became soft and lazy. Under such changed 
living conditions the Romans became easy victims to the 
diseases brought by their captives, and by the breaking 
down of their standards of living. Vice became rampant 
and the slaves finally became the masters. Thus the fall 
of Rome temporarily closed the book as far as progress 
in civilization was concerned. With the fall of civiliza- 
tion in Rome and Europe, sanitation became a dead issue. 
Through the ages following, the human race paid very 
little attention to this valuable adjunct to public health, 
and paid dearly for such neglect, 

We read that, during the reign of Queen Elizabeth, the 
sanitary arrangements and living quarters of the people 
were in a deplorable condition—sewage running in open 
gutters, and being manually dumped out of windows. The 
abodes of the poor were little better than hovels. 


GROWTH IN SANITATION METHODS 
URING this time the lamp of science burned dimly 
D in all its branches. History informs us that the 
Black Death, or Black Plague, carried off 25,000,000 
Europeans in three years—100,000 in London alone. The 
Black Plague was a product of filthiness. 

The science of sanitation, however, was appealed to 
again by France and Italy, in the early part of the year 
1800. This was followed by a like realization of the 
necessity for improvement in the disposal of the waste 
from the body in order to gain and preserve heaith, be- 
cause human beings were congregating in restricted areas, 
and the available land was becoming over-populated. 

Charles Dickens, the great English writer, describes 
the woeful conditions existing in Great Britain during his 
time. We read much in the literature of the past about 
nomadic tribes, and we wonder at their apparent rest- 
lessness. Even our American Indians kept on the move, 
repeatedly changing their camp sites, in some instances 
by only a short distance. We have learned from thie 
Indian the reason for the frequent changes. These people 
learned that in order to keep their bodies healthy it was 
necessary to change locations and avoid the pollution of 
the ground by body wastes and to avoid the sickness that 
followed a disregard of this rule. 

(Continued on Page 43) 
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HOTEL STATLER 
BOSTON 


Geo. B. Post & Sons, Architects 

C. H. Cronin & Co., Plumbers 

Daly Plumbing Supply Co., Jobbers 
Standard Sanitary Mfg. Co., Fixtures 
Dwight P. Robinson Co., Gen. Contractors 


























TINnr 
EARL JUDD CORP 








CHICAGO USA 


he F cradled one il the 


ws 5 shinee successful hotel opera- 
r 


© s, with leading hotels in Buffalo, 
” Cleveland, Detroit, St. Louis, and the 
Pennsylvania in New York, has 


chosen the Judd Water Closet Seat 
iol ae oti Mala ae illiaciesles (la dmie-lalsa 
in Boston. 


In a recent advertisement, Mr. Statler stated: 


‘Since I built my first hotel, nineteen years ago, 

I've thought more of getting travelers’ good-will 

tee— S405: Al, than of getting quick profits. This company 
antee + f : has, from the first, built for the future. 


dly guaranteed > “We're still building for the future—not only by 
building new hotels (as at this time in Boston) 
but also by constant improvements in our hotels 
in those cities where we are well established. 
We're kee ing those properties new, os 
them all the time, always looking a 


discoloration 
cracking 
crazing 
checking or 
splitting 


Today, the traveling public judge a hotel by its sanitary equip- 
ment, and they demand attractive and well-kept water closet 
seats. Into the Judd Seat has been built a quarter of a century’s 
experience and knowledge, resulting in the best toilet seat ever 
developed. Judd Seats are sanitary—easily kept clean, acid proof, 
and not affected in any way by climatical changes or chemical 
action of various waters, comfortable, non-warping, and of 
revel mo oy (au MMe stisables oem a bbesttel-istelmeetteldset-tela 


EARL JUDD CORP., wriGLey BUILDING, CHICAGO 
© E.J.CORP.'26. 
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This advertisement appeared 
in October 30th issue of Liter- 
ary Digest; will appear in 
January issue of Good House- 
keeping and February issue of 


Women's Home Companion. 
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Dozens in Your Neighborhood 
~ Are 90 Percent Sold on the Purimo 


Salesmen working for you. That 
is what the magazine advertise- 
ments on “Standard” Closets are, 


if you sales-manage them. 


They go into a large percentage 
of the homes in your neighborhood. 
They talk to the people there, 
especially the women. They make 
these people dissatisfied with wash- 
downs. They make them want 
high-grade syphon jets. They make 
them want the closet with the 














special sanitary advantages— the 


Purimo. 

These advertisements interest a 
good many people living around 
about you. They stir only a few 
into action—you know how people 
are. All these other interested peo- 
ple need another salesman, some- 
one like you, to give them the final 
push. 


It is good business to sell high- 
grade closets. And selling the 


Standard Sanitary Mfg. Co. 


PITTSBURGH 


‘Stat dard” 


PLUMBING FIXTURES 


Purimo is easy because of its ex- 
clusive advantages and because of 


“Standard” advertising, 


We will send you 24-page book- 
lets on the Purimo and other 
“Standard” Closets, imprinted with 
your name and address. Just hand 
or send them to prospects. You 


will have no trouble getting 


“Standard” Closets from your 
Wholesaler to fill the orders. 





Patented cut out rear of 
Purimo prevents soiling, 
saves cleaning. Extended 
front prevents wetting of 
floor and is invaluable in 
feminine hygiene. 
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Exhaustive studies and surveys of the sanitary housing, 
working and living conditions of people in the United 
They were instituted pri- 
being to 


States were made about 1860. 
marily by the medical fraternity, their object 
stamp out contagious diseases and epidemics which often 
threatened to wipe out whole communities. As a result 
of these investigations we have today health and housing 
commissions functioning throughout the land. 

With the advancement made in the modes of travel, 
the opening up of new fields of endeavor and the over- 
crowding immigration, our villages rapidly assumed the 
Then it 
plumbers 


proportions of towns, and our towns of cities. 
was that commissions, doctors, engineers and 
realized the necessity of adequate sanitation, if the health 
of the people was to be conserved and living in congested 
districts was to be made possible. The old methods became 
inadequate. The carting of human waste to be used as 
fertilizer became dangerous and offensive. 

In the eighteenth century, owing to the use of water 
closets, the soil could not absorb the increase in fluids, 
the ground became polluted and sewerage systems were 
devised and the discharge conducted away from cities 
outfall and laterals. Rapid 
sanitation were then recorded. The first 
in the United States supplying public water service was 
installed in 1820. 
sewers, the first in America. 
now have public baths, with the first one recorded estab- 
The advance 


Today you walk into your homes 


through sewers strides in 


water works 
In 1855 Chicago installed a system of 
Many cities in the country 


lished a little more than thirty years ago. 
has been great indeed. " 
and you find beautiful fixtures, adequate water supply and 
adequate and absolutely sanitary systems for disposal of 
the waste from human bodies, producing comfort, ease 
and refinement. Frequent bathing has now become part 
of our national life, with a corresponding increase in the 
health of the entire people. 

Let us review a little the results of our advance in 





Your jobber can supply 

you. Ask him now for 

full particulars and 
prices. 














S teady, silent service: Always! 


The service of a Penberthy Automatic Cellar 
Drainer is constant, positively automatic and in 
every way Satisfactory. 

When you sell a cellar drainer with such features 
as the Penberthy has, you sell the best. 

This appliance is a fast seller and once installed 


—100% trouble-proof. There will be no lost profits 
in service calls. 


PENBERTHY INJECTOR COMPANY 


1260 Holden Avenue 
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sanitation during the past few years. The world war 
was fought under the most trying mental and physical 
deaths from 


quarter the percentage that 


conditions, yet disease did not reach one 


succumbed during previous 
wars. This, in spite of the fact that never before in the 
history of the world were such enormous forces of men 
assembled for conflict. This is accounted for by the fact 
that the sanitary corps provided adequate sanitary condi- 
tions in the camps to preserve the health of the soldiers. 
They also prepared portable showers to bathe the body 
A successful army today advances just as rapidly as the 
sanitary corps. It used to be as fast as the commissariat, 
but in order to absorb food men must be in good health; 
thus, 


and in cases, 


with adequate sanitation, it is possible for hundreds, 


thousands of humans to occupy a single 


structure, 


SANITATION AND MODERN BUILDINGS 
‘NTRIP your plumbing systems out of one of your 50- 
S story buildings, and how long would it be habitable? 
A very short time indeed. Without the extensive system 
of sewage disposal and the sanitary installation of the 
plumbing throughout this city, Los Angeles would be a 
The average layman has no conception 
skill are 
installation of these 


pest hole today 
of what what 


exhibited by the 


ingenuity, what application and 
plumber, in the 
systems. If the average layman could see one of these 
huge structures stripped, and could view the intricate 
miles of pipes, deftly and carefully figured out, assembled 
and installed by the plumbers to introduce the life-giving 
water into the building, and those laid to carry away the 
waste or discharge from those appurtenances which fur- 
nish comfort, health and life to the occupants, he would 
gain a most favorable opinion as to the sterling worth 
and ability of such men. He would realize that the 
plumber is truly a service man and should not be the 


subject of ridiculous cartoons which have no basis of 
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Time is the foundation of 
your business. It is like sand 
in the hour glass—slowly and 
steadily it trickles away, and 
is gone. 

Without time materials 
and labor would be valueless. 


All too often the difference 
between profit and loss, or 
success and failure is a ques- 
tion of the use or misuse of 
time. 


Whether time pays you a 
profit, or hands you a loss, 
depends on the methods you 
use to make time pay YOU 
more than you pay for IT. 
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Tools are More Than Metal! 


Good tools are an outlet for skill and ability. 


There is no surer way to reduce the ability, or the efficiency of a skilled 
workman than by giving him tools that are not equal to the work he CAN do. 


Giving such a workman tools that will not permit him to give his fullest 
measure of work simply means that you make it impossible for him to deliver 
to you the volume of work you pay for—and this boosts costs and reduces 
profit. 


Beaver tools are built for the skilled and efficient workman. They are 
self-contained and adjustable. They have exclusive time and labor saving 
advantages that enable your fitters to carry on their work without the in- 
terruption of hunting for or changing dies and bushings. 

Beaver tools, having such time and labor saving advantages, cost you 
nothing. They very often more than pay for themselves the first day they 
go to work for you. 


If lower costs on your jobs mean anything to you, the Beaver catalog will 
provide some new thoughts that should put dollars in your pocket. 


The Coupon in the corner will bring you a copy 





The Borden Company 
510 Dana Ave. Warren, Ohio The Borden Company, 
: Warren, Ohio 
New York Office: 50 Church St., New York City 





How Loss is turned into Profit. 


BEAVER |: 


CITY AND STATE 





Money Making Pipe Tools STREET ADDRESS 
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fact. Then again, the decrease in the death rate of in- 
fants is due in a very large measure to the advance in | 
sanitation—all praise to the medical fraternity—they too | 
have kept pace with the march of civilization. They 

have been active in all matters governing sanitation and | 
have co-operated fully with the sanitary engineers (master 
plumbers) in framing laws for the protection of the public. | 

In 1915 the following facts were determined by a survey 
of Johnstown, Pa., made by The Children’s Bureau of 
Washington under the direction of Miss Emma Duke: 

That in houses where water had to be carried in from 
out-doors, the death rate among infants was 198.2 per 
thousand. That in homes where water was piped into 
the house, the death rate shrank to 117.6 per thousand. 
That in homes where no bathtubs were found, the infant 
death rate was 164.8 per thousand, whereas with bath- 
tubs the death rate shrank to less than one-half of that, 
namely 72.6 per thousand. That in homes where there 
was only an outside privy the infant death rate was 169.3 
per thousand, whereas the mere existence of an indoor 
water closet cut the death rate to 108.3 per thousand. 











Now the highest medical authorities are agreed that 
the infant death rate is probably the most reliable stand- 
ard of judgment as to the health of the community. This 
would tend to prove that the bathtub and sanitary plumb- 
ing installations are indeed blessings. 

The completion of the Panama Canal was possible only 
when adequate sanitary arrangements had been provided 
and installed. That great engineer, Goethals, with his 
knowledge of sanitation, ably backed by sanitary engi- 
neers who were able, by reason of their knowledge of 
plumbing and drainage, to install systems which proved 
effective, was able to accomplish a task which up to that 
time had been considered impossible. 


During the years when the French, under their re- 
nowned engineer, DeLesseps, attempted to cut through 
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KEWANEE 
Steel Boilers 


Their unusual ‘“Service’’ records 
prove that for durability they 
are unmatched. 


KEWANEE BoILER COMPANY 


Kewanee, Illinois 
Branches in Most Leading Cities 
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AVATEICHEATEN 


KEROSENE HEATERS— 

WICK BURNER TYPE 
Quadruple coils of copper and the 
patented Kerogas Burner (Hot 
stream is the only Water Heater 
licensed to use it) imsure the 
greatest efficiency. 
Lights instantly at the touch of a match 

—is noiseless, sootless and extremely 
economical. 


Made in 3 sizes — write for complete information. 


THE HOTSTREAM HEATER COMPANY 
9502 Richmond Rd. “Makers of Heaters that Heat” Cleveland, Ohio 
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this great canal, the workers died from disease like flies. 
No effort had been made by those in charge of the project 
to provide the necessary sanitation as a basis for their 
work. You know how it ended in failure, and it will 
always remain a monument to the lack of knowledge of 
sanitation on their part. The result proved that proper 
sanitation is a better investment than taking chances 
without it. The fortunes of many French and European 
families lie buried in the mud of the Panama Canal, to- 
gether with the bones of hundreds who cast their lot with 
this project. You no doubt remember the age-worn joke 
which in years gone by was freely used about the’ English- 
man and his daily bath. We do not hear much about it 
nowadays because of the fact that we are all anxious 
and willing to acknowledge that the joke was really on 
the joker. 

The Englishman’s daily bath amounted in reality to a 
sponge bath, taken with the aid of a bucket of water and 
a sponge. Yet it was manifestly a clean act and a health 
conserver, and it was rigidly adhered to, even in the face 
of constant ridicule by those who did not realize the 
seriousness of the intent or the wonderful effects when 
consistently partaken of. So today we must thank the 
Englishman and his daily bath for pointing the way to 
us to preserve our civilization. 














Civilization mainly hinges on sanitation. The better 
the sanitation, the more advanced and permanent the civil- 
ization. And through all the years of expansion, progress 
and intense housing, the plumber has served humanity 
well and efficiently. He has kept well abreast of the times 
and needs of our advanced civilization. You do not hear 
very much about the service this servant has rendered; 
you have, however, been amply regaled and surfeited by 


atrous 
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Patent Plumbing Fixtures 
and Duojet Water Closets 


ALINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets—Flush Valves—Urinals— 
Drinking Fountains—Self-Closing Basin Cocks—Liq- 
uid Soap Fixtures, etc. 


: Manufactured and Sold Exclusively by 
THE IMPERIAL BRASS MFG. COMPANY 
1231 West Harrison St. CHICAGO 


New York Office, Room 514, 51 E. 42nd St. 
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is the adjustment now possible 
with escutcheons on all Speakman 
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The ‘‘Hyperion”’ Sink, our num- 
ber C-405, embodies every fea- 
ture of beauty, convenience, 
sanitation and economy that 
can come from the modern 
Columbia factory. 


Skilled Workmanship Produces Columbia Quality! 


It is the trained hand that makes the most acceptable 
merchandise. The Columbia factory employs only those 
artisans whose hands are trained to manufacture durable 


fixtures and whose eyes are tutored in the production of 
beauty. 




















Every piece is patterned after thoroly practical de- 
signs whose use has been tested by homes, buildings, 
apartments, etc., everywhere. 


A great number of leading contractors have found 
that they can please their customers and also gain more 
profitable margin of profit by standardizing on Columbia 
Products wherever possible. 


Write to us today for our catalog 
showing the complete line of 
beautiful Columbia products. 


See Our Display at the 


HOME BUILDERS’ EXHIBIT 
441 Lexington Ave., New York City 






SANITARY 
MANUFACTURING C2: 
Lovisvitte, Ky. 
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the ridicule and false assertions of unthinking, shallow- 
minded cartoonists and truculent writers. 


THE PLUMBER AND CIVILIZATION 

HIS man is the most necessary factor in our civil- 
f Seavtes the preserver of the health of our nation; 
the man largely responsible for the heavy decrease in 
the infant death rate; the agency which has hewn away 
the chains that made women absolute slaves in their 
homes and has made it possible for them to have sanitary 
fixtures carefully installed in their homes which bring 
comfort, surcease from unnecessary toil, and healthful 
surroundings. This servant through his foresight and 
application, has made it possible for civilization to march 
onward without the necessity of waiting until sanitation 
was perfected for such an advance. Yes, he is the servant 
whom you rarely call upon unless his services are neces- 
sary to further the comfort or health and happiness of 
those who are dear to you, or make your home more 
habitable and attractive. This man, the plumber, has 
hidden his light under a bushel, possibly by reason of the 
fact that in the past his labors were looked on as being 
somewhat demeaning although absolutely necessary. His 
true worth has been forgotten, and the man who above 
all others should have been appreciated and honored, has 
been unfairly abused. I ask that you will do your part in 
at least giving him his just dues. The plumber is re- 
sponsible for the public health. 

Since sanitation and all that goes with it is his par- 
ticular specialty, people unconsciously look to him to 
protect them. Plumbing laws and ordinances governing 
the installation of plumbing, examination of plumbers 
and health laws were brought into existence in order to 
fulfill this trust. Associations of master plumbers through- 
out this country of ours, ably assisted by the medical 
fraternity, formulated these laws and advocated their 
enactment, not from selfish motives, but with a full real- 
ization of their responsibility in the protection of the 
health of the public and the absolute necessity for such 
laws adequately to discharge the responsibility. And who 
is better fitted to advise, frame and submit such laws? 
The sanitary engineer, or plumber, who has devoted his 
life to a study of this science surely is the man to be 
depended on. 

Civilization, therefore, depends on sanitation. Sani- 
tation, the progress of this science, depends on the plumb- 
ing craft. The public depends on the plumber more than it 
will ever know. He is willing, steady, trustworthy and 
an absolutely essential factor to our civilization. Why not 
appreciate his services by giving him the credit due him? 
He supports the platform on which you live and move and 
have your being. He is responsible for the rapid strides 
made in the plumbing of your homes. Be honest and fair 
with him and by so doing you will be honest with yourself. 





School directors of Lansdale, Pa., have voted to have 
specifications drawn immediately for the modernizing of 
the sanitary plumbing system in the Green street school 
of that city. It is planned to have the work done during 
the Christmas holiday period. 

A 30 or 40-bed hospital is contemplated by the Nacog- 
doches, Texas, Junior Chamber of Commerce, J. H. Hinds 
president. 

Mount Pleasant, Texas, will soon have a new hotel of 
brick, costing $100,000. 
by the president of the Chamber of Commerce of that city. 

Bids will be accepted until January 15, 1927, for plumb- 
ing in the new Corpus Christi, Texas, Golf and Country 
Club House. Hamon & Co., 410% Peoples street, Corpus 
Christi, are the architects. 


Specifications have been issued 
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The Biggest Improvement 
Ever Made in Shower Baths 


Have you ever been cheated out of a 
pleasant, comfortable shower by a 
sudden, unexpected change in the 
temperature of tne water? 

Some men have slipped and injured 
themselves on wet tile floors trying to 
escape a “‘shot’’ of cold or hot water. 
Others have been scalded, and some 
with weak hearts have died as a 
result of the shock 

In the new showers of the Chicago 
Athletic Associstion there will be 
absolutely none of this trouble When 
a bather enters these showers, he will 
discover one of the most important 
improvements ever made in shower 
bath equipment THE POWERS 
SHOWER MIXER 

Two Remarkable Features 
Found in No Other Mixer 

A Pressure Equalizing Valve. 
Prevents changes in temperature of 
shower caused by pressure changes in 
supply lines, due to use of nearby 
showers, faucets, or flush valves 

A Safety Stop Protects 
from scalding caused by a 
in the hot water s 
prevents waste 
steamed-up bathrooms 

Upon request we shall be glad to 
send a copy of our book describing 
this mixer and showing the names of 
hundreds of prominent users 

The Powers Regulator Co. 
36 years of specialization in temper 

ature control 
Offices in 35 Cities 
2716 Greenview Ave., Chicago. 
(3789) 
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CLIMAX 


Cellar 


Drainer 


Why use uncertain and costly water-proofing of cement, 
asphalt, tar, etc., when the CLIMAX Cellar Drainer is 
so positive, dependable and inexpensive? The CLIMAX 
is usually installed in the end; why try something else 


in the beginning? 


BALTIMORE. MD. 





Our Pacific Coast Agents: 


Catalog 


Rialto Building, 


San Francisco, Cal. 


L. C. Smith Building, Seattle, Wash. 


Wm. P. Horn Co. 
509 Wilcox Bldg., 


Los Angeles Cal. 

















OMMENCING with the week of November 29th, 
and continuing right up to the evening of December 
24, the American public will go on a spending 
spree. It doesn’t seem to make a great deal of difference 
what the head of the family may have to meet in the way 
of obligations, everything waits on the Christmas spirit. 
The average man will pinch himself in many ways in 
order to give his family a happy Christmas. 

The most important thing to remember with reference 
to Christmas business is the Christmas savings clubs which 
have been conducted throughout the country. Some con- 
ception of the immense sums which will be available for 
gift spending may be gained from the fact that the total 
of the Christmas club savings for 1926 is $398,268,000. 
Last year it was $314,154,800, almost $85,000,000 less 
than this year. 

Calculations made by the man who inaugurated the 
Christmas club idea years ago indicate that the 
tremendous total of $179,421,380 “‘will be placed imme- 
diately into the the country in the rush of 
Christmas buying.”’ 

That fact that people will save throughout the year for 
the purpose of Christmas gift buying indicates that to 
those people the gifts season presents a problem—it must 
In other words, these are people who must 


seven 


stores of 


be financed. 


plan how they spend their money—they are not the 
wealthy type. That sort of person is particularly easy to 
influence with the thought that practical gifts are the 


best gifts. 


Keeping that idea to the front—practical Christmas gifts 





Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Are Full Weight 














$179,000,000 Opportunity 

































—the plumbing and heating contractor can win his share 
of the money that will be spent this year. A co-ordinated 
sales effort, in which newspaper advertising, circulars or 
letters and window displays are concentrated on putting 
over the thought that the plumbing and heating store 
offers gifts of the most practical, enduring kind, will en- 
able the contractor to secure a nice volume of Christmas 
business. 

Close to one-third of the families in the United States 
have carried their Christmas savings club through the 
year. $45,000,000 will be distributed in the five boroughs 
of New York City and approximately $76,000,000 will be 
distributed in the metropolitan district of New York. 
Other sections of the country will have their proportionate 
share of the total which has been set aside in the clubs, 
There is no city or town which has not had at least one 
bank conducting a Christmas savings club. 

Other retail merchants will be “pointing” their mer- 
chandising plans toward securing a share of the money 
which will be spent from now until Christmas for gifts. 
There is no reason why the plumbing and heating con- 
tractor, offering as he does so many practical gifts which 
will minister to the comfort, convenience and health of 
the family, cannot also secure a share of the gift business. 

With the National Trade Extension Bureau, manufac- 
turers, wholesalers and retailers working together, there 
should be a nation-wide effect in the form of a good 
Christmas volume. If the window of every plumbing and 
heating store presented only a single article as a worthy 
gift to the family, every community would respond. 
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The workings of an old style relief 
valve may well afford for 
thought. Fitted with a diaphragm, 
with springs, levers and miscellane- 
ous complicated parts to get out of 
order, such a valve has the cards 
stacked against its reliable perform- 
ance. 










Red Top Relief Valves are simple. 
As simple in design and construction 
as they are in operation. See for 
yourself in the sectional view. 






Red Tops operate on the gravity 
principle and are approved by the 
Underwriters’ Laboratories, Inc. 


Sectional view 


of Model No.1 


Model No. 1 protects domestic water 
supply, while No. 2 is for hot water 
heating systems. Write for data on 
whichever interest you, 







Neptune Meter Company 
50 E. 42nd St. New York City, N. Y. 
Branch Offieca in Principal Cities 
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Sensation after sensa- 
tion in construction of 
plumbing fixtures can- 
not be accidental. In- 
genious products are the 
result of a constant en- 


deavor to keep ahead. 


Fixtures on this page are 


only three of the reasons 
for the overwhelming 
popularity of the Morgan 
Bronze Line. 


Added to modern con- 
struction is practically 
everlasting endurance. 
A complete line of Built- 
In, Compression and 
Quick Compression fix- 
tures is built of Morgan 
Bronze. That is why 
the careful plumber de- 
mands fixtures bearing 
the Trade Mark shown 


below. 


. OD )(( A 

M O NSN Lid <2 Nn 
BI 22(0)IN(ZZ)E 
Highest Grade Plumbing 
Fixtures in the World 


THE MORGAN BRONZE CO. 


CLEVELAND, OHIO 





WHITEHOUSE CHINA SINK FAUCET 
(PATENTED) 


A 
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ALL LATEST DESIRABLE FEATURES 


EMBODIED IN THIS IMPROVED PATTERN 


American Concealed Bath Fixture 


Malleable 
Frame and 
Adjustable 
Lugs for 
Attaching 


to Joists. 





All Handles Adjustable 
for Plaster or Tile Wall 


A Fixture of 
Quality 


All Tubing and Fittings of Brass. 
High, Removable Valve Seats 


with swivel discs and encased ~ 





Ground Joint Lead 








washers. Connection For Up 
and Down Adjust- 
ment. (Can be Fur- 
nished with Rigid 
Joint if Preferred.) 
Lead Ground Joint 
Connection 
No. 1010 As Shown. 


No. 1015 — With Shower Valves. 


No. 1000 With Shower Valves and 
Shower Complete. 














A Pop-up Waste That Is 
Really Substantial 


A Very Sturdy Fixture. Simple in Construction. 
Positive in Action. Large Waterway. 


A thoroughly dependable fixture 
characteristic of 


American 


products. 


AMERICAN SANITARY MEG. CO. 
ABINGDON, ILLINOIS 
Manufacturers 














Mention Domestic ENGINEERING when writing advertisers. 
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TRIPLEX 


Shower and Tub Fixture 


(Several Patents Pending) 


Types of Connections to be Used 
at the Base of Soil Stacks 


(Continued from Page 21) 

pressures and negative pressures (siphonage), at the sev- 
eral floors of the system. Next, a 6x6x4-in. Y-%th 
bend and 6-in. house drain were similarly tested. In 
Table 2 is shown a comparison of results of these tests 
with similar tests on a 4x 4x 4-in. Y-\th bend and 4-in. 
house drain. It is evident from the reduction shown in 
positive (back) pressures when the larger base fittings 
and house drains were used, that the resistance of the 
house drain, as well as that of the base fitting, is an im- 
portant factor in setting up positive (back) pressures. 

In all of these tests, a house drain of approximately 8 ft. 
length was used, previous tests having shown that addi- 
tion to a length of about 8 ft. made no appreciable change 
in air pressures in the system. 

Summarizing the conclusions discussed above, the fol- 
lowing recommendations seem to be supported by the 
tests: 

(1) Avoid very short-sweep base fittings at all times. 
This includes sanitary and straight tees. 

(2) A Y-1gth bend or double-1gth bend base fitting is 
fairly good, if not of the short pattern. 

(3) No attention need be paid to the choice of base fit- 
tings as regards their effect on negative pressures (siphon- 
age). 

(4) A long-sweep ell base fitting is the least productive 
of positive (back) pressures, and where it is desired to re- 
lieve a condition in which traps are being blown out in a 
basement system, employ the longest-sweep ell that can be 
used in the location. 


FAILURE OF PATENTEE TO MANUFACTURE 

HE fact that a patentee has not manufactured ex- 
— tensively, if at all, will not avoid infringement of 
the patent. The inventor is rewarded for conceiving and 
disclosing to the public his new or useful invention, which 
contributes to the comfort, welfare, and happiness of the 
public. There is no requirement that the inventor should 
manufacture or show that devices have been manufactured 
under his patent. There may be many reasons advanced 
why an inventor cannot enter the field of manufacturing, 
or secure some one who will manufacture for him. The 
failure to manufacture may be an inference against utility 
from the fact of long nonuse, unexplained by lack of means 
or opportunity.—U, S. Circuit Court of Appeals, in Ham- 
mond v. Benzer Corporation, 6 Federal Reporter (2d), 


760. 


RIGHT OF CONSIGNEE TO EXAMINE GOODS 

HE consignee has the right to examine goods before 
T accepting delivery; and this doctrine applies to inter- 
State as well as intrastate shipments, there being nothing in 
the Carmack Amendment which restricts this right, and it 
also applies to carload lots. And while engaged in the 
reasonable exercise of this right of inspection upon the 
premises of the carrier, the consignee may not be con- 
sidered as a trespasser or bare licensee, but is an invitee 
in the technical sense of that term. 

The duty of the carrier as to making delivery and pro- 
viding opportunity for reasonable inspection prior thereto 
May be determined by the established custom and well- 
known usage which will be binding upon the shipper and 
the consignee; thus the place and time of inspection may 
be determined by the custom or usage.—Supreme Court 
of Nebraska in Mitchell v. Missouri Pacific R. Corp., 206 
Northwestern Reporter, 12. 
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A complete line of this popular 
fixture shown in our supple- 
ment catalog. 


Ask your jobber or write for copy. 


MANUFACTURED BY 


Milwaukee Flush Valve Co. 


Milwaukee, Wis., U.S. A. 
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| | Practical Problems—No. 15 




















M-VB Tank Fittings | | 
® All the tricks in his bag! | $3 paid for omni table ideas 

Every tool that insures 
success is within ready , : ° 
reach of theplumberwho Removing Lime from Coils 
uses only those materials f eitisioges : 
that do credit to his skill N A few localities in the United States, the water con- 
as a craftsman. So the tains a large percentage of lime. It has been stated by 
capable all-round work- certain investigators that lime precipitates and clings 

Made by man regularly depends | to the metal walls of the pipes and containers most readily 


Morency-Van Buren Mfg. 
Division, Sturgis, Michigan 
Distributed by 
The American Pin Co. Div. 
Scovill Mfg.Co 
Waterbury, Conn. 


SQUARE 


lroné Malleablelron 


upon M-VB Closet Tank at a temperature of approximately 182 deg., F. Others 
Fittings which have stood | state that this temperature is 140 deg., F. 
the test of time. Many master plumbers are familiar with this condition 


and with the coating of boiler tubes and coils with a de- 
"GEE 


posit of lime. Frequently a coil is thrown away and a 
FITTINGS| | 
| 











new one installed that could have been saved for further 
use by the method here described. 

Muriatic acid attacks lime and, according to one 
plumber, lime deposits may be decomposed by using this 
















We are so proud of Square 
‘““G’’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 





‘Acid 
THE GRABLER MANUFACTURING CO. Chamber 
CLEVELAND, OHIO 


WAREHOUSES — NEW YORK, CHICAGO AND SAN FRANCISCO 
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Air Pump 
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Send for Catalog nf 
THE KENNEDY VALVE MFG. CO. 
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chemical. He explains that commercial muriatic acid 

costs him 40 cents per quart at the local drug store. He 

has devised the method shown in the accompanying illus- 
tration for forcing the chemical through the coils. 

The acid chamber may be made of 2 or 2%-inch pipe. 

1 paper, yet it does not begin A plug is screwed into the lower end of the coil, muriatic 

to help you as your business acid is poured into the chamber, and air pressure is pro- 


paper, so why not spend a | vided by the air pump. When there is a substantial pres- 
| | 
| 


You would 


not think of missing your daily 


minute to send in your sub- sure, the stop-cock is closed, leaving the acid under 


spp Ty Y ‘ll lj pressure in contact with the lime deposit. It is said the 
scription. Ou will soon realize acid is more effective with the air pressure than without it. 
the tremendous help you 


have been doing without. 








A. M. Hawkes & Co., 254 Washington street, Salem, 
Mass., have been awarded the plumbing and heating con- 
tracts on the public garage to be erected in that city for 
John S. Sawyer. 


























MARKETS 


BUSINESS CONDITIONS IN LEADING JOBBING 





CENTERS 








CHICAGO 


While gradually tapering off in accord with the ap- 
proach of the end of the year and inventory time, sales of 
plumbing and heating materials in the Chicago territory 
are holding up well and manufacturers and jobbers report 
the total volume as very satisfactory for the season. The 
let-down is more noticeable in some commodities than 
others, such as soil pipe, plumbers’ brass goods and 
wrought iron pipe, where buying, for the most part, is lim- 
ited to actual needs. The same nature of buying also ap- 
plies to enameled ware, although a fairly gaod volume is 
moving due to the fact that contractors are still engaged 
in finishing work on a good amount of old construction. 
In range boilers and pottery, due to recent price advances, 
a number of jobbers have committed themselves for a 
sufficient quantity to carry them into 1927. Boilers and 
radiators continue to move at a brisk rate and the activity 
in this market appears to be more extended than last year. 

There have been no price changes in the major commod- 
ities since the advance announced in last week’s issue on 
wash down bowls and staple tanks, which brought prices 
on these commodities to the level of several months ago, 
except for one boiler manufacturer who advanced his 
prices to a point about on a level with the November 1 
rise. Deliveries in most lines are very satisfactory, indi- 
cating ample stocks at all sources of supply. During the 
past several weeks there have been delays in shipment on 
one type or another of boilers and radiators, but makers 
are now apparently caught up on nearly all lines. 

October building permits in 207 representative cities 
reached a total of $353,266,100, according to reports of 
the 207 building departments to F. W. Dodge Corporation. 
This was a 27 per cent increase over September of this 


“wf 


year, but a 2 per cent decrease from October, 1925. Com- 
pared with the previous October, 83 of the cities had 
building gains and 123 had losses in building volume. 
Building permits granted in these cities during the first 
s year amounted to $3,162,019,500 as 


ten months of th 


hi 
compared with $3,338,545,900 in the corresponding ten 
months of 1925, which was a decline of 5 per cent. 

The dollar volume of trade during the second week of 
November, as seen from check payments, was larger than 
for either the previous week or the corresponding week of 
last year, according to the weekly statement of the De 
partment of Commerce. 

Soil Pipe 

Although the movement of soil pipe is far from brisk, 
current business totals a fair tonnage for this season. 
Jobbers, whose stocks are said to be at the lowest ebb in 
several years, are buying mainly in quantities sufficient 
to fill holes in their supplies. Various makers in this dis- 
trict report the total tonnage to date for 1926 as being 
from 15 to 20 per cent below last year’s figures. Although 
foundries continue to work at a curtailed rate, makers are 
able to give satisfactory delivery service Prices are firm 
and unchanged. 

Steel Pipe 

Steel pipe mills are operating steadily and, with the 
continued activity of heating contractors there is an un- 
usually good seasonal demand for this commodity. Job- 
bers are not looking ahead to next year and are ordering 
mainly in small lots to keep stocks at minimum working 
levels. Mill stocks are ample to assure prompt deliveries. 
Prices are firm and unchanged. 

Wrought Tron Pipe 

Although, according to some reports, the movement of 

wrought iron pipe into this district during the past sev- 





R‘ IRTS from the leading jobbing centers of 
the country indicate that the seasonal decline is 
beginning to make itself felt in most major plumbing 
and heating commodities. However, this gradual let- 
down in demand must not be viewed as a sign of 
poor business but rather as an expected seasonal trend 
at this time of year. Current activity is well sus- 
tained by actual needs and jobbers are ordering stead- 
ily in numerous small quantities that aggregate a good 
volume. In the heating field manufacturers, whole- 
salers and contractors continue extremely busy. 
Deliveries in general are satisfactory. A number 
of manufacturers of indirect water heaters advanced 
prices, while one boiler maker raised his prices to a 








SEASONAL INFLUENCES BEGIN TO SHOW 


level with those makers who advanced their prices on 
November 1. With these two exceptions the price 
situation was unchanged during the week. 

October building permits in 207 representative 
cities reached a total of $353,266,100, according to re- 
ports of 207 building departments to F. W. Dodge 
Corporation. This was a 27 per cent decrease from 
October, 1925. Compared with the previous October, 
83 of the cities had building gains and 123 had losses. 
Building permits granted in these cities during the 
first ten months of this year amounted to $3,162,019,- 
500, as compared with $3,338,545,900 in the corre- 
sponding ten months of 1925, which was a decline of 


5 per cent. 
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Any Building 


For homes large or small, for 
churches and schools, for 
commercial and public build- 
ings, for hotels and apart- 


ments — UNITED Brass 
Plumbing Goods meet the 


strictest requirements. 


The Red Metal Line is com- 
plete and of enduring quality. 
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The UNITED Combination Sink 
Fixture illustrated above is an 
example of the graceful design, 
the fine materials and the sound 
construction typical of all UNITED 
products. It is furnished also 
with three valves and with or 
without hose spray. 
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Asture ls mot specified. UNITED-OBERNDORF CORPORATION, Cleveland, Ohio 

and enduring quality can 

be obtained by installing 

United Sink Faucets. 





The Complete Line 


Built-in Bath and Shower 
Fixtures—Staple Plumbing 
Brass Goods— Tubular Brass 
Goods— Water Works Brass 
Goods 


Jhe Red Metal Line 





Mention Domestic ENGINEERING when writing advertisers. 
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eral weeks has been gradually tapering off, total ship- 
ments from week to week aggregate a fair tonnage. Job- 
bers’ stocks, while not low, are being kept at minimum 
working levels and wholesalers are buying only as needs 
indicate. Mill stocks are ample and, as a rule, deliveries 
are satisfactory. Prices are firm and unchanged. 
Enameled Ware 

The volume of shipments of enameled ware in the Chi- 
cago territory, while gradually falling off from week to 
week, run into good sized figures for this season. Plumb- 
ing contractors are still calling for a good volume of fin- 
ishing ware and, as a result, jobbers are continually 
buying in small lots to meet these demands. Manufac- 
turers’ stocks are ample to make immediate shipment on 
most lines of ware. Prices are firm and unchanged. 

Pottery 

In view of the advance that occurred in the middle of 
August on wash-down bowls and staple tanks, at which 
time most jobbers covered for enough material to meet their 
last quarter requirements, there has been little buying at 
the prices announced last week, although some reports in- 
dicate a slight quickening in the market. Potteries are 
releasing goods steadily against old orders and deliveries, 
in general, are satisfactory. Prices are firm and un- 
changed. 

Range Boilers 

In general, jobbers have a large enough quantity of 
range boilers on order to meet their needs for some time 
ahead and makers are releasing orders promptly as needed 
by wholesalers. There have been no price changes an- 
nounced since the recent 5 per cent advance by those 
makers selling at the low sheet. 

Plumbers’ Brass Goods 

Sales of tubular plumbing goods as reported to the De- 
partment of Commerce for the month of October 
155,069 pieces, compared to 201,998 pieces for September 
and 323,247 pieces for October, 1925. Wholesalers are 
buying a fair volume of cast and tubular goods to replace 
Manufacturers state that 
year’s 


were 


low spots in their inventories. 
some jobbers are already looking forward to next 
requirements, although little business has actually been 
placed. Makers’ stocks, in general, are ample and prompt 
shipment is the rule on most items. Prices are unchanged. 
Boilers and Radiators 

Makers report a continuance of the brisk demand for 
boilers and radiators that has been in vogue all this fall, 
with no indications of any sudden change. While some 
reports indicate a slight tapering-off during the past sev- 
eral weeks, others show no let-down in demand, and all 
sources of supply agree that to date, November shipments 
are well ahead of the corresponding period of last year. 
Although most new orders are marked for immediate ship- 
ment, one manufacturer has booked a number of orders 
totaling a fair tonnage to be released at a later date. De- 
liveries in all lines are satisfactory and one maker who 
did not advance his prices on November 1 has issued a 
new sheet which puts him on about the same level as those 
makers who advanced at that time. 


NEW YORK 

Despite the barely discernible depressed activity in the 
plumbing industry throughout the Metropolitan district 
which has set in during the past few days, it is not thought 
by those who are credited with being close students of the 
situation that it is a condition which will endure. Two 
prime reasons for this deduction are advanced. The first 
is that buying is heaviest on a rising market or when es- 
tablished prices have held firmly for any length of time. 
Most all price changes during the past months in not only 
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materials common to this industry but those of the entire 
building field have been of an upward trend. These same 
men point out that nearly all building material mills are 
being geared for enlarged production. The second reason 
put forth to strengthen their contention is the readiness 
with which loan money is obtainable for the furtherance 
of building projects, especially those of multi-family and 
office building designs. 

Firmness characterized both manufacturers’ and whole- 
salers’ prices during the week, except in some instances 
where an order of large proportions was at stake, when 
number of manufacturers 
prices. One other 
incor- 


some concession was made. A 
of indirect heaters advanced 
large boiler manufacturer announced a new sheet, 
porated in which was an advance that places his prices 
about on a par with those of his competitors. 
Soil Pipe 

The trade generally have during the week shown an in- 
creased inclination to place more dependence on pick up 
buying to meet demands than heretofore during the year. 
This attitude has considerably reduced the volume of soil 
pipe and fittings moving forward from manufacturers. 
Stocks at foundries are reaching a fairly substantial point; 


water 


as a consequence deliveries are good. Prices are firm and 
unchanged. 
Steel Pipe 


Wholesalers’ stocks as a rule are a little below the av- 


erage point maintained during the year and they are 
buying only as their need indicates; as a result, a slight 
recession in demand for steel pipe was evident during the 


week. Price quotations from both wholesalers and makers 
are reported as being firm, no change having been made. 
Mill deliveries are satisfactorily consummated. 
Wrought Iron Pipe 
Tonnage moving from mills into the New York market 
experienced a slight falling off during the past few days. 


Wholesalers to a great extent are allowing their stocks to 


diminish. Then, too, the demands of plumbing and heat 
ing contractors have perceptibly lessened. Both of these 
facts contribute to the decline in demand which, for the 


month, is quite a little below last month’s heavy business. 
Mills, building up Deliveries 
made satisfactorily. Prices are firm and unchanged. 


however, are stocks, are 
Enameled Ware 

Most find that the 
mand which has endured this fall has moderated to some 
extent. Plumbing contractors are pretty well taken care 
of as far as their immediate future needs are concerned. 
Wholesalers as a rule are apparently keeping their stocks 
minimum. Warehouse stocks while not 
are adequate to delivery 
Prices have not changed and remain firm. 

Pottery 

The price advance of November 11 on staple wash down 
closet bowls and larger 
wholesalers well that 
date. Subsequently there have been little, if any, cover- 
ages in this territory. With a good part of these place- 
there substantial 
potteries level are 


makers of enameled ware good de- 


ata of makers, 


heavy, insure uncomplainable 


service. 


found many of the 


orders placed 


china tanks 


covered by prior to 


ments undelivered, continues to be a 
movement from 
firm and there 


Deliveries are made promptly. 


Prices at the new 


has been no further change announced. 
Plumbers’ Brass Goods 

Immediate needs buying on the part of wholesalers is 
more pronounced now than at any time during the year. 
The approach of inventory is responsible in no little de- 
gree for this subsidence in the movement of brass goods. 
Manufacturers still fair amount of last quarter 
business on their books which is moving forward regu- 


larly with few hold ups. This is applicable to both cast 


have a 
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Factories, for the most part, are 


No price changes have been 


and tubular products. 
making prompt shipments. 
announced. 
Range Boilers 

were in receipt during the week of some 
major part of range boiler trading 
forwarding 
however, 


Manufacturer 
new business but the 
confined to the of specifications against 
old orders This, fair movement. 
Wholesalers are concerning themselves as a rule only with 
maintaining their stocks at a safe working level. Deliv- 
eries can be had from makers without any undue delay. 
No further price changes have been announced, old prices 


was 


totals a 


remaining steady. 
Boilers and Radiators 

Demand for boilers and radiators has not as yet per- 
ceptibly fallen off, but continues at about the same level 
that has been prevalent for With few 
exceptions deliveries are being made promptly, although 
feel particular 
however, various makers. 
during the 
to approximately the existing 
level which has a marked tendency toward steadiness. 


PHILADELPHIA 


An interesting feature of the market in the Philadelphia 
done by 


some time past. 
shortages on 


with the 


manufacturers 

These differ, 
Another large producer 
week, 


some 
types. 


some 


issued a new sheet 


bringing his prices 


territory is the excellent business heating con- 


tractors and, of course, by jobbers and manufacturers of 


heating goods. The activity in this branch of the busi- 


ness has greatly exceeded that in the plumbing business 
in this district, and is still continuing at a rapid pace. In 
fact, so sustained is the demand that the manager of the 


heating department of one large wholesale house states 


it would take his department ten days to deliver all the 


even if not a single order 


Close students of the market 


heating goods on order, 


received during that period. 


was 


attribute a large portion of this business to partial pay- 
ment selling. 
The 


goods 


inevitable slowing down of demand for plumbing 


has set in, although several wholesalers report a 


Fin- 
great 


slight spurt during the week covered by this report. 
still moving fairly well, but the 
bulk of this business has been completed, and, with inven- 


ishing goods are 
tory season near, wholesalers generally have little desire 
their stocks 
Wholesalers’ volume throughout the territory for the year 
firms increase in 


to build up any more than is necessary. 


reporting a slight 
other hand, 
1926 have been slightly 


is satisfactory, most 


the tonnage moved. On the distrib- 
find that profits so far in 
under those of the same period last year. 

Western 
condition 
In Trenton and nearby towns, 


many 
utors 


and the 
terri- 
fallen 


Pennsylvania reports a fair business, 


exists in the southern part of the 


building has 


same 
tory. 
off to a great extent and master plumbers report business 
as very slow. Prices generally have shown little change 
during the past seven days. 
Soil Pipe 

making no effort to build up stocks of 
soil pipe, confining their buying to actual needs by con- 
producing a slight demand upon 
Deliveries of both 


Wholesalers are 
tractors, this condition 
changed 
satisfactory, despite curtailed pro 


foundries Prices have not 
pipe fittings are 
duction at foundries 


and 


Steel Pipe 
business being done by heating contrac- 
tors is a large factor in the sustained demand for steel 
pipe, good quantities of this product still being shipped 
into this market despite the season. Jobbers’ stocks are 


The excellent 
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being kept at minimum working levels, however. Prices 
remain steadily firm. Deliveries are being made promptly. 
Wrought Iron Pipe 

Although demand for this commodity has not been 
heavy this month, one mill reports increased interest dur- 
ing the past week, jobbers who had let their stocks fall 
below minimum needs getting into the market for enough 
pipe to care for present small requirements. Prices have 
not changed. Deliveries are prompt. 

Enameled Ware 

The gradual cleaning up of buildings still to be com- 
pleted is being felt by the manufacturers of enameled 
ware, who find that the total volume of ware being used 
in this market is gradually decreasing. Despite this 
slackening in demand, total shipments into Philadelphia 
still amount to good tonnage. Prices remain firm. No 
trouble is experienced in getting deliveries of staple ware, 
most items being available in fair numbers in manufac- 
turers’ local warehouses. 

Pottery 

Demand for all types of ware is slightly better than it 
has been, potters agree. However, many wholesalers had 
covered on staple ware until the first of the year, and 
therefore the recent advance in price of staple bowls and 
tanks has not had a great effect. Deliveries continue to 
be made in good season. Prices are firm. Jobbers’ stocks 
are adequate to meet demand. 

Plumbers’ Brass Goods 

Neither nor tubular goods are moving in large 
volume, specifications against contracts accounting for the 
greater portion of the shipments of the former. There is 
still little advance buying, immediate needs being the 
gauge by which the average wholesaler judges the size of 
No price changes are announced. 


cast 


the orders he places. 
Deliveries are prompt. 
Range Boilers 

There is still a disparity in prices quoted for this com- 

modity, all interests not being on the same base. Demand 
is fair. Prompt shipments are the rule. 
Boilers and Radiators 

Demand continues to be excellent for November. One 

large company which heretofore had not met the Novem- 

ber 1 advance issued a sheet confirming these prices dur- 


ing the week. Satisfactory shipments are the rule on most 


NEW ENGLAND 


Although there is a falling off in activity in the plumb- 
ing industry, this decline is slight and tapers so slowly 
that it is noticed only by comparison. Business is still 
generally good, especially in the heating line, in which 
is still great activity. Manufacturers of heating 
material are working at full capacity in order to keep 
abreast of demand and business placed covers both im- 
mediate and to some extent future needs. The price 
situation shows no change during the past week as all of 
the major commodities have held steady. Deliveries from 
manufacturer to the trade through the jobber have been 
coming through without any delay and there appears to 
be ample supply for all needs. 

Jobbers are curtailing buying and are taking into stock 
only enough material to take care of their needs. Manu- 
facturers agree that the present method of small-lot buy- 
ing runs into good tonnage and that the total volume is 
only slightly below that of last year at this time. New con- 
struction is still going forward although in smaller vol- 
ume, and architects report that their work shows a sea- 
sonal falling off. Labor is well employed and jobbing 
unusually active. Taken as a whole, al- 


items. 


there 


plumbers are 
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Many buyers of plumbing and heating supplies are using Domestic Engineering 
Catalog Directory constantly instead of their catalog files, because — 


The catalog material is all bound under a single cover where it cannot get lost 
or mis-filed. 


Every item is carefully indexed and cross-indexed, making it easy to locate 
any information desired. 


Catalog pages featuring like products are grouped together for ready reference 
and comparison. 


It gives all necessary buying information in concrete form. Simplifies the 
work of locating sources of supply. 


All catalog matter is revised and kept up to date so the current edition of 
the Directory can be depended upon for the latest available data. 


It is much more convenient to use than the old method of filing away cata- 
logs and circulars and looking for them again when needed — in fact much loose 
material of this kind never finds its way to the proper files. 


The fourth edition (1926) contains the latest condensed catalogs of 450 manu- 
facturers of plumbing and heating products. These manufacturers have the 
advantage of knowing their catalog material is kept on the buyers’ desks all the 
time instead of on a shelf or in a file. 


In the back of the book is an 84-page index which assists the buyer to locate 
instantly by trade name or name of the manufacturer, any of the 2000 or more 
items classified in the Directory Section. 


Domestic Engineering Catalog Directory provides the heretofore missing 
link between the buyer and seller of plumbing and heating supplies. 


. Bound in Fabrikoid 
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73" x10%" Pri .00 
Published by —— 


DOMESTIC ENGINEERING CO. 


1900 PRAIRIE AVENUE 23 38 CHICAGO, ILLINOIS 








58 DOMESTIC 


though business shows a slight decline, conditions are sat- 
isfactory and indications point to a continuance of present 
activity for the balance of the year. 
Soil Pipe 

The sale of this commodity continues in good, although 
reduced construction falls off. Jobbers 
are working with stocks at minimum levels and are releas- 
ing only enough material to keep stocks at safe working 
levels. Manufacturers are on a curtailed production basis 
in yards to take care 
Prices are steady and 


tonnage as new 


yet apparently have enough stock 
promptly of all business entered. 
unchanged. 
Steel Pipe 
There is demand for this 
Although jobbers are working with stocks at a low point, 
replacement orders to the mills are frequent and in good 
Mills ars 


in piling up 


still an active commodity. 


volume working practically full time and have 


succeeded tocks in the yards so that prompt 


shipment is being made on all orders entered. Prices are 
unchanged at old levels. 
Wrought Iron Pipe 
Jobbers’ stocks, as inventory draws near, are being held 
closely to the low point and manufacturers are carrying 


stocks for the jobber who is buying only as needs arise. 


Taken as a whole, business is good, although consisting of 
many small shipments that in the total make a fair ton 
nage Deliveries are good and prices are unchanged. 


Enameled Ware 
Prices are steady and unchanged. 
falling off in 


ment is 


There is a slight 
demand for this material although the move- 
still good Jobbers are releasing material from 
the manufacturer as needs indicate and the volume moved 
that of last year, according to re- 


well supplied 


is only slightly below 


Manufacturer are with material 


which to fill all orders entered and no shortage or 


ports 
with 
delay has shown to date. 
Pottery 
With the recent 


been a slight 


advance in price of staples there ap 


increase in demand. Jobbers 
are carrying a stock 
and makers report more shipments having been 


There appears to bea 


pears to have 


larger and more assorted than for 


some time 
made recently than for some time. 
more confident feeling and a better buying movement has 
resulted Manufacturers are well stocked and all orders 
entered for quick release are being put in transit promptly 
Plumbers’ Brass Goods 

Generally speaking, prices named by both manufacturer 
and jobber are firm and steady. Business is good for this 
season and finds jobbers with low but ample stocks that 
are being refilled as reductions occur. Manufacturers are 
shipping promptly as orders are entered, indicating ample 
their hands. According to reports, many job- 
bers have placed business for the first quarter of 1927, 
while others are still sounding the market with this same 
intention. 


stocks in 


Range Boilers 

With the recent advance in price by those manufactur- 
ers who were below the average range of quoted prices, 
there appears to have been a steadying influence on the 
market and although there is at present no great activity 
there is a more pronounced feeling of confidence on the 
part of the buyer 
ment reported by 
facturers appear to have good 


both jobber and manufacturer. Manu- 
stocks on hand, as orders 
entered by jobbers are being shipped promptly 
Boilers and Radiators 

The demand for both boilers and radiators still shows 
great activity. Manufacturers are working at full capacity 
and at this speed are only just able to take care of the 
needs of the trade 
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There is a fair but not heavy move- 
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PACIFIC COAST 


General business continues at a fairly satisfactory level 
with no indication of any changes in the near future. 
There is some variation in business conditions surround- 
ing the various jobbing centers on the Coast and each 
jobbing center is more or less affected by local conditions 
which, however, have no effect on the other jobbing cen- 
ters on the Coast. This is particularly true of price con- 
ditions which continue to be more satisfactory in some 
jobbing centers than in others. 

Soil Pipe 

The total tonnage of soil pipe being moved on the Coast, 
considering the period of the year, is good. Stocks in 
jobbers’ hands are sufficient to take care of present re- 
quirements without delay. Prices to the trade remain 
unchanged. 

Steel Pipe 

A fairly steady movement of steel pipe continues, and 
gives no indication of increasing or decreasing to any 
extent in the near future. Most distributors have ample 
stocks on hand and en route from mills to take care of all 


present requirements. 


The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 





Par 1926 
Value High Low Quotations of November 22, 1926 * Bid Asked Last 
25 122% 10114 American Radiator Co., com.. A 109 109% = 1094 
100 131 127. American Radiator Co., pfd A 131 EP 131 
50 517% 41% Anaconda Copper Mining Co A 48% 485% 48% 
NP 39%({ 2484 Brunswick-Balke-Collender Co : A 35 354% «354 
NP 44% 28 A.M. Byers Co.,com A&F 424% 43% 42% 
100 103 98 A.M. Byers Co., pfd A&F 103 Sonne eae 
100 115 104 Century Electric Co., com.... ...G 113% 117 115 
100 110  104%4 Century Electric Co., pfd..... ... G 100 110-105 
50 4434 36 Chicago Nipple Mfg. Co.,“A”... eB BY yy 44% 
50 3134 26 Chicago Nipple Mfg. Co.,“B” ...B 30% 31 3054 
2 6 47% Crane Company, com C 51 52 hl 
100 118 11344 Crane Company, pfd wee WT 118 118 
100 91% 73 Detroit Brass & Malleable Works ...D & 84 8 
20 33 26 Eagle-Picher Lead Co ‘ . re 284%; 20 2834 
NP 5934 40% Fairbanks, Morse & Co.,com.......... wok @& 423, 42% 
100 115 10814 Fairbanks, Morse & Co., pfd...... ee S| 111 110 
NP 166 130% Johns-Manville, Inc. secececeesesD 165 1664 166 
100 105 72% Jones & Laughlin, com........ i F 100 .. 100 
100 120 114 Jones & Laughlin, pfd.... . F 119 120 119 
10 19% 14 Michigan Copper & Brass Co D 16% 17 16% 
100 174% 138 National Lead Co.,com... ha A 152% 153% 153 
300 130 116 National Lead Co., pfd jeveccsccls Qaepe {8 116 
100 110% 99 ie I I BIE nc kik cic cgieasnsedetis ..H 102 aie 101% 
NP 380 TOG ie TI ons ci cacccesccscpivsstasee UF 79 79 
NP 163% 11% Pacific Steel Boiler Corp...........+++++06..B 12 124% 12 
100 110 100 Penberthy Injector Co., pfd...............4. D 106 108 107 
25 28% 22 Pierce, B. & P. Mfg. Corp., com. wie ae 30 265% 
100 102 98 Pierce, B. & P. Mfg. Corp., pfd ...U 9% 103 100% 
NP 23 15 Richmond Radiator Co., com... : ...B 18% 19 19 
NP 51% 36 Richmond Radiator Co., pfd. er .B 44 “4% 44% 
100 245 58 Scovill Mfg. Co.. ys . ips B 58 60¥ 58% 
25 118 93 Standard San. Mfg. Co., com. os 100 93 
100 11634 115 Standard San. Mfg. Co., pfd ; See fae ee 115 
100 52 45 Trenton Potteries Co.,CoOM...........00005 U 45 55 48 
100 11144 973% Trenton Potteries Co., pfd U 95 105 07% 
100 248% 158% U.S. Cast Iron P. & F. Co., com ; ; A 208 212 211 
100 109 100% U.S. Cast Iron P. & F. Co., pfd. ; A 106 106 
NP 424% 36% U.S. Radiator Corp., com D 37% 38 7% 
100 102 993% U.S. Radiator Corp., pfd.. scesl ae 10044 100 
100 88% 50% U.8&. Rubber Co., com. A 58% 58% 58 
100 109 10134 U.S. Rubber Co., pfd. A 1053%{ 107 106 
100 158% 117  U.8. Steel Corp., com.. ; ... A 148 148% 148% 
100 130% 124% U.S. Steel Corp., pfd.. : .. A 128% 120% 129 
NP 23% 1214 Walworth Company A 4% 1% 1B 
NP 23% 13 _ Williams Oil-O-Matic Htg. Corp. C my i 14% 
NP 10% 6 Wolff Mfg. Corp... : C 5% 6% «6 
NP 95% 69 Youngstown Sheet & Tube Co: A 8 854% «8 


*Wherelisted— 

A—NewYork Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stoce Exchange 
D—Detroit Stock Exchange 
E—Boston Stock Exchange 


F—Pittsburgh Stock Exchange 
G—St. Louis Stock Exchange 

H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 
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BUILDING PERMITS FOR OCTOBER, 1926 October, 1926 October, 1925 
2 P P = * san No. of Nx 7 
October building permits in 207 representative cities pes . No. of ; 
. ; ' Permits Valuation Permits Valuation 
reached a total of $353,266,100, according to reports of Rockford ; 219 379,600 18s 934,900 
rel the 207 building departments to F. W. Dodge Corporation. Springfield wre 116 164,800 177 480,000 
re. This was a 27 per cent increase over September of this Indiana— 
- . fvansville .. 5 233,100 : 
d- year, but a 2 per cent decrease from October, 1925. Com- - Z w sve _ . 1. rl - : 
. ee Oo @YNC waeses yay) oa, 20 268 7 
ch pared with the previous October, 83 of the cities had build- Gary 61 198 , 1472 
: « sas : : : e ee Cause, sec ms eoV a,StG 
ns ing gains and 123 cities had losses in building volume. Hammond St CN, 2m 110 106 430,600 
n- Building permits granted in these cities during the first Indianapolis ... -» 1,667 2, 1,505 2,446,200 
. P > e Richmond Seale ‘ 67 s( 9 74,31 
n- ten months of this year amounted to $3,162,019,500, as. ne Eve ;' , os ou 
: 9 oF¢ e P . eouth bend . 305 S89. 700 $49 710,200 
ne compared with $3,338,545,900 in the corresponding ten edits : 
months of 1925, which was a decline of 5 per cent. Cedar Rapids 113 117.100 134 124,100 
October ‘“‘honor roll’’ cities (those reporting more than Davenport 176 27,400 132 120,500 
st, a million dollars in permits and 20 per cent or more in- “i * etnes sts 56,200 171 100,600 
, ubuque ate 107 110,700 65 23.400 
in crease over last October) numbered sixteen, compared ee * City 66 12 on 7 
e- with fifteen on the September “honor roll."’ The October — sijoux City .. 82 181.300 112 186,000 
in list follows: Allentown (Pa.), Atlanta, Battle Creek Kansas— 
(Mich.), Birmingham, Chattanooga, Chicago, Evansville Kansas City 148 0,900 189 47.100 
(Ind.}, Milwaukee, New Haven, Omaha, Pittsburgh, San Topeka I 197,100 20 66,700 
: . : . ~ : . Wi i : 247 7,900 16 390.900 
d Antonio, San Diego, San Francisco, and Syracuse. ? nate : . ” , 
iy Kentucky— 
‘ October, 1926 October, 1925 Lexington re 105 93,900 76 86,300 
be No. of No. of Louisville va 335 1,755,900 130 2.348.500 
Jor ite Taluatio Jor 2 Te é ) 
ll Permits Valuation Permits Valuation Lontutanand 
Alabama— ue : : ; ¥ New Orleans . 175 6,249,800 199 1,021,800 
Birmingham . 574 $ 2,046,800 625 $ 1,571,400 Shreveport 265 2499 295 294,800 
Arizona— ’ 
Phoenix ...... “e 145 295,400 151 309,800 Meine— 
Aetcnttintinens Portland 11 240,900 145 141.100 
ae eee 184 103,000 179 106,700 Maryland— 
t Eattig ROCK. 2620650008 144 115,400 190 229,200 Baltimore 2,190 118,¢ 1,710 1,993,400 
California Cumberland 10) 6,500 28 33,600 
, Alameda ... _ ‘ 82 105,200 113 529,700 Massachusetts— 
serkeley “ay Seis heck 295 432,200 399 780,200 Beverly .. 1 80,400 51 87,900 
Compton .. ya's 49 124,000 43 86,300 Boston can 89 4,350,100 1,019 5,319,000 
De. a6 (¢s0 a0 oes» 138 148,000 127 95,700 Brockton — 83 134,900 115 136,500 
Glendale ..... ayhea ts 226 1,114,400 250 1,041,100 Cambridge 117 2,412,200 131 3,981,200 
Dee MOOR occececuse 368 497,100 421 1,286,300 Chelsea . 10 147,600 39 69,700 
eS 3,482 9,950,200 3,882 11,655,800 Chicopee .... ew ; 43 7! 72 271,800 
Sree ree ie 970 1,777,100 1,294 3,311,200 Fall River... 73 143,700 104 193,900 
" ae 309 858,400 256 779,500 Fitchburg 41 382,500 39 90,200 
Sacramento .... “gs 249 615,400 333 685,200 Holyoke : $2 140,300 53 260,900 
San Diego ..... re 862 1,637,300 787 1,229,600 Lawrence 26 194,600 42 207,100 
San Francisco ... - 849 5,649,700 1,057 4,351,200 Lowell . : 84 247,500 195 541.000 
4 SE Nw Ko os eed 141 295,400 32 446,200 Ewe .«. 109 493.100 R0 30,800 
oe eer eee rere 72 120,400 59 103,100 Medford ’ 120 946,200 137 198,700 
Stockton ...... rr 102 126,100 124 233,300 New Bedford . 1 81 129,900 78 988,900 
Colorad North Adams 65 30,800 38 30,900 
Colorado Springs..... 119 63,400 82 63,000 Quincy a44 615,800 203 1,031,300 
Denver ...... Eiavese 681 1,771,200 625 1,714,000 Salem ; 83 161,500 87 180,600 
Pueblo ..... coceeees 99 123,300 112 240,200 Somerville , 81 277,000 81 322,000 
Piette Aces Springfield 219 966,700 245 1,034,500 
: Bridgeport .......... 152 231,500 150 492,000 4 Waltham 55 _ 82,600 58 175,200 
New Haven ..... ce 195 1,099,800 188 518,000 Worcester . 240 1,550,600 306 2,094,400 
Michigan— 
De yare— 
Wil reatoe 117 393 200 106 357 600 fZattle Creek 100 1,146,900 100 130,600 
020, ) 001,00 , ‘ 
ilmington ...... ve ‘ , Bay City 106 34,200 130 61,100 
renee OS OMRRRE ee as ee Detroit .... 3,647 14,031,400 3,808 13,530,700 
Washington ......... 594 3,975,200 645 3,427,600 Grand Rapids 725 912,500 706 1,651,200 
Florida— Jackson ...... 148 166,900 127 742,600 
Daytona Beach ...... 37 291,100 tee teens Kalamazoo ....... 142 135,000 145 115,400 
Jacksonville ......... 699 1,142,900 485 2,004,100 Lansing ...... a 190 577,900 165 588,000 
OT er orer eee 79 323,700 275 790,100 a a ae 260 639,300 140 283,100 
I re 3,120 4,015,200 1,566 10,183,400 Saginaw ...... . : 147 150,890 148 135.400 
Yonas P 7 1 5 75,200 
SOMEROOIR «0... 0000, _ ose Be 0 ogy My Minnesota— 
Tampa ... ; , 669 640,600 842 2,045,000 Duluth ; 404,500 242 
Georgia— Minneapolis 751 1,564,600 925 2 
DR a a oh ws 348 1,079,100 327 666,000 gt. Paul ... 525 1,083,400 608 i 
rus 7 7,6 07 40,60 
MBER osida< vues 107 47,600 10% 40,600 Mississippi— 
meen... ss ey 264 269,800 138 85,500 e . ” 9 
; Jackson ... ‘ 240 188,700 194 211,800 
Savannah .. ge aoe 53 165,000 60 139,500 
Missouri— 
Idaho— _ j Kansas City . m. ; 341 1,478,200 566 2,708,800 
Boise . 102 57,900 85 309,000 St. Joseph 17 65.900 12 200,000 
Ilinois— St. teeis .. 1,214 2,169,500 1,274 3,408,100 
re 09 290,700 117 552,300 
Aur ra at 10 icy i Fears op8 Montana— 
Chicago ‘ La ee 1,32 49,439,600 1,437 30,822,500 Butt 10 & ) 15 29 O00 
Decatur .......... .. 156 535,500 129 a barn een a sia 
East St. Louis........ 143 407,300 150 356,200 Nebraska— 1 , 256 
Evanston 126 1,069,000 148 976,300 Lincoln ...... 120 144,100 186 aoe 800 
, shdeketiers ota 325,601 55 54,00 
May wood ee 80 261,200 153 646,100 Omaha 111 1,325,600 155 954,000 
SO? va ce phsccse’ Sat 528,900 172 384,200 New Hampshire— 
ree 29 162,800 53 143,000 Manchester 111 102,500 96 151,700 
g 








New Jersey— 


Atlantic City 
Bayonne 
Camden 
East Orange 
Elizabeth 
Hoboke 
Jersey Cit 
Newark 
Urange 
Vassaic 
Paterson 
Plainfield 
Trenton 

New Mexico— 


Albuquerque 


New York— 
Albany 
Auburn 


Binghamton 
Buffalo 
Mount Vernon 
Bronx 
Brooklyn 
Manhattan 
Queens 
Richmond 
New York City 
(All Boros) 
Niagara Fall 
Syracuse 
Troy 
Watertown 
North Carolina— 
Asheville 
Charlotte 
Durham 
Greensboro 
Wilmington 
Winston-Salem 
North Dakota— 
Fargo 
Grand Forks 
Ohio— 
Akron 
Canton 
Cincinnati 
Cleveland 
Columbus 
Dayton 
Hamiltor 
Mansfield 
Sandusky 
Springfield 
Toledo 
Youngstown 
Oklahoma— 
Muskogee 
Oklohoma City 
Okmulgee 
Tulsa 
Oregon— 
Portland 
Penns ylvania— 
Allentown 
Altoona 
Bethlehem 
Easton 
Erie ‘ 
Harrisburg 
Lancaster 
Philadelphia 
Pittsburgh 
Reading 
Scranton 
Wilkes-Barre 
York 
Rhode Island— 
Providence 
South Carolina— 
Charleston 
Columbia 


Greenville 


119 
31 
140 





486 


46 
61 
38 





October, 1926 
No. of 
Permits 


Valuation 


301,300 
556,300 


495,200 


595,700 


41,300 
2,009,500 
1,909,200 
367,800 
892,000 





152.000 


15,900 
334,400 
762,100 
722,800 
17,856,400 
36,748,000 
46,772,900 


17,044,600 


1,156,900 


119,578,800 
185,000 
1.537.600 
112,000 


34,100 


298,400 
804.700 


391,800 


114,900 
66,900 
1,076,200 
389,100 
526,700 
3,416,900 
2,031,400 
929,600 
98.100 
128,700 
50,300 
185,900 
1,214,200 
591.200 
34,400 
480,800 
16,500 


576,400 


, 624,300 


9 ORS 200 


225,400 


147,300 
134,200 
$31,200 
279,400 
Ll: 6,900 


& 362,600 





295,300 
283,100 
195,200 


81,300 


1,731,300 


46,300 


75,900 


61,700 


DOMESTIC 


October, 1925 


No. of 














Permits Valuation 
245 3,294,000 
38 357,300 
119 497,400 
116 $55,100 
143 492,600 
21 105,100 
172 1,964,100 
571 2,577,900 
93 313,900 
70 363,500 
283 890,500 
99 309,900 
167 348,600 
31 41,900 
742 1,754,300 
33 61,200 
389 467,400 
4 1,693,200 

2 q 306 
862 19,913,600 
2 2 27,646,400 
45,413,200 

2 15,548,500 





1,499,900 


6,409 110,021,700 
132 806,900 
324 880,900 
72 120,000 
82 209,800 
131 378,200 
So 1,062,900 

169,000 
97 751,100 
14 28,800 
169 346,000 
24 45,700 
17 $3,000 
D4 1,547,300 
284 394,600 

1,702 3,151,600 

1,606 6,045,400 
610 3,240,700 
278 580,100 
79 154,500 
6 153,100 
52 69,400 
97 78,100 
656 1,486,600 
Zev 5,464,600 
14 22,800 
16¢ $64,900 

5 15,500 
342 586,600 

1,441 é 30,500 
64 778,600 
137 278,900 

3 2,614,000 
57 208,400 
207 681,600 
61 192,500 
63 409,400 

1,174 12,851,000 
iat 2,809,300 
63 1,318,900 
143 652,500 
152 $58,600 
48 714,500 

639 2,061,700 
55 19,500 
79 85,300 
38 112,300 
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October, 1926 
No. of 
Permits 


October, 1925 
No. of 
Valuation Permits Valuation 


South Dakota— 








Sioux Falls . 20 57,400 26 71,100 
Tennessee— 
Chattanooga 341 1,105,400 384 408,600 
Knoxville 232 412,000 222 199,400 
Memphis 446 873,500 §21 1,699,500 
Nashville 304 243,900 202 198,800 
Texas— 
Dallas ‘ ‘ : 324 1,424,000 362 2,239,500 
El Paso oa - 44 52,200 72 107,100 
Fort Worth . 342 904,600 190 540,400 
Galveston paveken 259 126,200 306 102,200 
Houston 418 2,068,100 536 8,572,700 
San Antonio 238 2,556,100 340 694,500 
Utah— 
Ogden 20 49,400 32 101,500 
Salt Lake City... ‘ 92 326,000 37 935,600 
Virginia— 
Norfolk 170 196,100 133 167,600 
Richmond 115 405,600 148 306,900 
Roanoke 120 266,400 148 300,900 
Washington— 
Everett 59,400 159 63,900 
Seattle 923 1,458,000 1,094 2,053,100 
Spokane 233 382,800 236 284,200 
Tacoma ere 223 440,800 296 922,900 
West Virginia— 
Charleston 66 126,300 54 233,200 
Huntington 58 194,200 107 247,200 
Wheeling 93 244,200 65 107,800 
W isconsin— 
Kenosha 215 469,900 278 521,800 
Madison 163 375,800 144 362,300 
Milwaukee 844 4,024,500 749 3,279,000 
Oshkosh 144 246,400 160 190,000 
Racine . 170 464,200 153 414,000 
Sheboygan 211 376,200 260 239,100 
W yoming— 
Cheyenne 5 37 44,200 23 28,200 


304 


$353,266,100 70,152 $360,938,800 


Total (207 cities,)..69, 


SAN ANTONIO MASTER PLUMBERS MEET TO 
REORGANIZE ASSOCIATION 

A banquet and business meeting of the master plumbers 
of San Antonio, Texas, was held in the Gunter Hotel of 
that The purpose of the meeting was to 
formulate plans for the reorganization of the local asso- 
ciation and to make plans for greater and more energetic 
activities for the approaching new year. John R. Denning, 
manager of the Associated Master Plumbers of 
Worth, was a special guest and made the main 
the evening, telling the members what had 
been accomplished in the Fort Worth association since 
they had reorganized and hired a secretary and 
business manager. 

On his trip about 


city recently. 


business 
‘Fort 
address of 
paid 
the state President R. G. 
Thomas had occasion to spend some time in Fort Worth 
and see the wonderful work that has been accomplished in 
this and it was at his special request that 
Mr. Denning came to San Antonio to explain the methods 
worked out by the former association. 

As a result of Mr. Denning’s trip, plans have already 
been formulated for reorganizing the San Antonio local 
and it is planned to have a paid business manager and 
secretary by the first of the new year. About this time 
it is also planned to start a co-operative advertising 
paign educating the public on the value of the association 
seal in guaranteeing good workmanship, quality materials 
and reasonable prices. 


recently, 


association, 


-am- 


A. B. Hayden, St. Louis avenue, Pass Christian, Miss., 
has been awarded the heating and plumbing contract on 
the new theater building for Ames & Gaspard at Bay St. 
Louis, Miss. 
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Questions and Answers 


SUGGESTED PIPING FOR HOT WATER SUPPLY 
SYSTEM 
Editor, ‘‘Domestic Engineering’’:—-I was called on a 
job to repair a hot water supply system with a return pipe 
connection from top of boiler to riser, and return to bot- 


COLO WATER SUPPLY 
a SUPPLY TO FIXTURES 
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Fig. 1 


tom of boiler, as in Fig. 1. Please give me your sugges- 
tions. 
New York. A. BB. 


Apparently there is no reason why the piping as shown 
in your sketch should not work, providing there are no 
traps in the horizontal lines of pipe, and that air valve is 
opened frequently so no air pockets will form at the top 








New York Office: 
30 East 42nd Street 
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of the loop. A “T” at that point, piped to a hot ater 
faucet used often, would be the best guarantee that the 
line would be kept free from air. 

We would also prefer that the cold water supply enter 
the tank through a tube instead of being connected to the 
line between the heater and the tank. 


RETURN FROM HEATING COIL /N BATH ROOM 
TO RETURN PIPE BETWEEN TANK AND HEATER 


| FEED TO RAD. SUPPLY TO FIXTURES 


















































Fig. 2 
A suggested piping plan is shown in Fig. 2. In that plan 
we supply both the radiator (2-inch pipe in bathroom) 
and the fixtures with hot water from the storage tank, and 
pipe the return from the radiator into the horizontal line 


He Kicked. Out One, 
Stopped the Kicks 
With the Other 


Mr. J. Burman of Baltimore had constantly 
recurring trouble with hot water supply at 
The Arundel apartments, until he installed 
a Burnham W-21-7 High Pressure Hot 
Water Supply Boiler. 

His fuel consumption was much lower from 
the start. 

Frequent complaints stopped altogether. 
Now Mr. Burman has three Burnhams, one 
each in The Arundel, The Riviera and the 
Alhambria, his three big apartment houses 
in Baltimore. 

When you have a hot water supply problem 
to solve, call on us for the facts abour Burn- 
hams. They are convincing. 


Representatives in all 
Principal Cities of the U.S. 
and Canada 


IRVINGTON, NEW YORK 
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between the heater and the storage tank. In case there 
are not enough tapped openings in the tank for the con- 
nections as shown, it is a simple and inexpensive matter, 
providing the tank is heavy enough, to weld additional 
=>. openings at desired places. 


MEET TO DRAFT NEW STATE PLUMBING CODE 

Representatives of the master plumbers and the jour- 
neyman plumbers of the state of Pennsylvania recently 
held a meeting at Harrisburg, in the headquarters of the 
State Federation of Labor, for the purpose of drafting a 
new plumbing code to be presented to the state legislature 
in 1927. 

HOLD JOINT DINNER DANCE 

Members of the South Bay Master Plumbers’ Associa- 
tion and of the Santa Monica Master Plumbers’ Associa- 
tion held a joint dinner dance on the evening of Saturday, 
November 13, in the Torrence Women’s Club House at 
Torrence, Calif. About fifty couples were present and the 
evening was passed in dining, dancing and speech making. 
The after dinner speakers were Ira W. Byrnes and Bruce 
Clark. 


Stock Triangle “J’’ Fittings and you 
will satisfy yourself. 
Will gladly send to jobbers, list 
and discounts. 


JENKINS MFG. CO. 
BLOOMFIELD, N. J. ; DETROIT BOOKKEEPING CLASSES PROGRESSING 


The bookkeeping and accounting classes of the Detroit 
Association of Sanitary and Heating Contractors are mak- 
ing splendid progress. The classes are unusually well 
attended; those enrolled in the course are displaying 
great enthusiasm. Each of the three classes is in charge 
of an expert accountant. 

Graduation exercises will be held upon completion of 
the course. Invitations will be sent out to all in the in- 
dustry in Detroit. It is planned to make the graduating 





exercises an event long to be remembered. The leaders 
of the industry will be present to make addresses appro- 
priate to the occasion. 

Immediately after the completion of the present course 
a new course will begin, it being planned to make these 
classes a permanent affair. 


e e Li a lh eh setae. Shae 
] LOUISVILLE AUXILIARY TO CONTRIBUTE TO 
Electric Air Line ee 
V Pp The Women’s Auxiliary of the Louisville, Ky., Master 
acuum umps 


Plumbers’ Association will give a party at the Tyler Hotel 
Tuesday afternoon and evening, November 30. At this 
party means will be discussed for securing funds for the 
Scholarship Fund for sons of master plumbers. Mrs. L. J. 
Rosenfield is chairman of the entertainment committee. 
TRENTON MASTERS HEAR “HOW IT CAN BE DONE” 

Forty members of the Master Plumbers’ Association of 

| Trenton, N. J., together with a few guests, were privileged 
to hear C. W. Wanger, president of the Woodward-Wanger 
Co., Philadelphia, talk on “It Can Be Done,” at a dinner 
meeting, held at Hildebrecht’s restaurant, Wednesday 
evening, November 17. 

“You cannot sell merchandise to a client,’’ said Mr. 
Wanger, “unless you see how you will do him good; how 
you will help his business, help his comfort, give him 
greater protection in matter of health, or give him greater 
joy in living.”” Commenting on salesmanship, he said 


For complete information covering McAlear “Too many people approach the subject of a sale from 
Air Line Vacuum System see Pages 103 to the negative side,’’ and he cited examples in other fields. 
Mr. Wanger was handicapped by a very hoarse voice, 

106 of Catalog No. 28. the result of recent illness, but held his hearers’ attention 


to the last of the splendid talk. 





Ce, ¢ - MEG -Ciy haan alan 
eens ODES oe a G- EO -uinois Stephen Pollitt, Portland, Oregon, is installing plumb- 
ing in a large residence at 1134 Belmont street. 
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Fig. J-24 ‘‘Ideal’’ 
Combination Rain 
Leader and Cesspool. 
Also made with off- 
set outlet. 
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This page lists only a few of 
the many cast iron specialties 
made by this company. To 
fully appreciate the quality 
of the goods and the extent of 
the line, write for the catalog. 


Fig. J-48 
‘*Ideal’’ Universal 
Range Boiler Stand 


Fig. J-71 Fig. J-70 Fig. J-73 


Cast Iron Trap Screw Ferrules. 


Sanitary Company of America 


Linfield, Pennsylvania 
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Fig. J-50 
“Saaco"’ Pate 
tern Boiler 
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STEADY SALESMAKERS 


| EMING WATER SYSTEMS can be sold just as easily as Automobiles and Radios 
if the same type of salesmanship is used. For instance, automobile and radio 
salesmen must sell their prospects on VALUE—dollar for dollar VALUE. 


\ When you consider that Deming Water Systems are built to last a lifetime and, on | 
the average, can be bought for much less than automobiles and good radio outfits, you | 

















| can sell Deming Water Systems on the basis of MORE than dollar for dollar value. | 
| What incentive is offered YOU to “tie-up” with the Deming Line? Steady profits 

with no comebacks! Good judgment suggests that YOU sell pumps that don’t 
come back to customers that will. 





“Catalog G” (illustrated above) is a good book to have and sell from. Send for a copy and complete information. | 


THE DEMING CO. Established 1880 Salem, Ohio 


A Complete Line of 
Deming Automatically 
Oiled_Water Systems 

















The three typical Deming Water 
Systems illustrated are the “‘Oil- 
Rite’ (Figure 809); the “Marvel” 
(Figure 2085); and the “Oil Rite” 
Deep Well Water System (Figure 
1062). Complete information 
about these and all other Deming 
Water Systernis is contained in 
“Catalog G’’ (illustrated above.) 






























































“OIL-RITE”’ | 
Shallow Well J 
System — 
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Fig. 809 Water System 
Fig. 2085 


“OIL-RITE”’ 
Deep Well 
System 
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Convention Dates 


December 6 to 11.—Annual Power Show, at the Grand 
Central Palace, Lexington avenue, New York City. 

December 16 and 17.—The annual meeting of the National 
Association of Brass Manufacturers, at New York City. 

January 8, 1927. 
and secretaries of the local master plumbers’ associations in 
California, at the Master Plumbers’ hall, Fresno, Calif. 


January 11, 12 and 13, 1927.—Annual conference of presi- 
dents and secretaries of all master plumbers’ organizations, 
at Icvansville, Ind., under the auspices of the National Trade 
Extension Bureau. 

January 18, 19 and 20, 1927.—The third annual three- 
day institute for the plumbing and heating industry at the 
Carnegie Institute of Technology, Pittsburgh, Pa. 

January 18, 19 and 20, 1927.—The annual convention of the 
Illinois Master Plumbers’ Association, at Springfield, Ill., with 
headquarters at the Abraham Lincoln Hotel and meetings at 
the Elks Club. 

January 18, 19 and 20, 1927.—-The annual convention of the 
Wisconsin Master Plumbers’ Association, at Milwaukee. 











January 25, 26 and 27, 1927.—-The annual convention of the 
South Dakota Master Plumbers’ Association, at Aberdeen. 

January 25, 26, 27 and 28, 1927.—The annual meeting of the 
American Society of Heating and Ventilating Engineers, in 
St. Louis, Mo. 

February 1 and 2, 1927.—Annual convention of the Minne- 
sota Retail Plumbers’ Association at Hotel Radisson, Minne- 
apolis. 

February 8, 9 and 10, 1927.—The thirty-sixth annual con- 
vention of the Ohio State Association of Master Plumbers, 
at Youngstown, Ohio. 

February 15, 16, 17 and 18, 1927.—Second Midwest Power 
Conference and Exposition at the Coliseum, Chicago, III. 

March 14, 15 and 16, 1927. vention of the 
Indiana Society of Sanitary Engineers, at Indianapolis. 

March 14-19, 1927.—-The Second National Heating and Ven- 
tilating Exposition, Twelfth Regiment Armory, New York 
City. 

March 21, 22 and 23, 1927.—The annual convention of the 
Missouri State Association of Master Plumbers at St. Joseph, 
with headquarters at the Robidoux Hotel. 

March 29 and 30, 1927.—-The annual convention of the New 
York State Association of Master Plumbers, at New York City. 

April 5, 6 and 7, 1927.—-The annual convention of the Amer- 
ican Oil Burner Association, at Buffalo, N. Y. 

April 14 and 15, 1927.—The annual convention of the Arkan- 
sas State Master Plumbers’ Association, at Littie Rock. 

May 2 and 3, 1927._-The annual convention of the Florida 
State Association of Master Plumbers at St. Petersburg. 

May 2, 3 and 4, 1927.—The annual convention of the Asso- 
ciated Master Plumbers of Texas, at Ft. Worth, with head- 
quarters at Westbrook Hotei, 

May 9 and 10, 1927.—The annual convention of the North 
Carolina Association of Plumbing and Heating Contractors, 
at Asheville, N. C. 

May 10-11-12, 1927.—The eighteenth annual convention of 
the National District Heating Association at West Baden 
Springs, Ind. 

May 17 and 18, 1927.—The annual convention of the Penn- 
Sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 

May 19, 20 and 21, 1927.—The annual convention of the 
Oregon Association of Master Plumbers, at Klamath Falls, 
Ore 

May 27 and 28, 1927.—Annual convention of the Washington 
State Master Plumbers’ Association at a city to be determined 
later 




















June 2, 3 and 4, 1927.—The annual convention of the Vir- 
Einia State Association of Master Plumbers, at the Hotei 
Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. 

June 6 to 11, 1927.—The national convention of the Amer- 
ican Water Works Association in Chicago, with headquarters 
at the Hotel Sherman, 

June 8, 9 and 10, 1927.—The annual convention of the Utah 


State Association of S Sanitary and Heating Engineers, at Salt 
Lake City, Utah 














The WHY of the 


Wosaele 


ELECTRIC WATER HEATER 


It is neater in appear- 
ance, sturdier in con- 
struction, easier in 
operation and more 
dependable. Where 
gas is not installed 
it is indispensable. 


We make three types of 
controls, covering a range 
of four storage capacities 
—also a tank heater. 
Thus you will have nodif- 
ficulty in meeting every 
individual requirement. 


Write us for full specifications. 
Then order from your jobber. 


D.D. WESSELS & SONS CO. 
DETROIT, MICHIGAN 





Here is a sink for to- 
day’ssmall apartments 
This Rundle sink meets the demand for a 


compact fixture to fit small spaces in mod 
ern kitchenettes 


It has the pleasing proportions and grace 


ful lines of a larger piece. No cramped 


appearance. No cramped feeling on the 
part of the housewife in working over it. 


Write for Rundle catalog and 
complete information 


RUNDLE MEG. CO., Milwaukee, Wis, 


“RUNDLE | 


PLUMBERS SANITARY ENAMELED WARE 
















FIRST in every major 
development in its field— 





41 years of leadership! 
MINNEAPOLIS HEAT REGULATOR CO. 
Established 1885 
2801 Fourth Ave. So. Minneapolis, Minn. 


















MYERS Self-Oiling Power Pumps 


For General Service 


Safety and low cost of operation, uniform service without 
attention, increased capacity over comparative sizes of old 
type pumps, hawe poputarized Myers Self-Oiling Power 
Pumps in domestic, agricultural, com- 
mercial and industrial fields to such an 
extent that we now buil 
them in Twelve Sizes to meet ~* 
installation, motiveand 
volume requirements. 
If interested in power 
pumps for home, farm, 


mill,mine or fac lacey, 


investigate 
erro Pe Pumps. 


Catalog and Informa- 
tion om request. 


The F. E. Myers & re. — Ashland, ‘Ohio 
Manufacturers of 
Myers ‘‘Honor-Pumps’’, Hay Tools, and Door Hangers 


MORE KITCHENS 


have Classic Sink Fixtures 
than any other combina- 
tion faucet. The demand 
increases steadily. So do 
profits—ours and yours. 
Why trouble with clumsy 
imitations when you know 
what Classics will do? 
























CHICAGO 
FAUCETS 


The Chicago Faucet Co. 
2700-22 N. Crawford Ave. 
Chicago, Ill. 
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The Double TY is manufactured for use where fixtures 
are to be installed on opposite sides of a partition. 
Several sizes and styles: 4x4, plain or with one or 
two 2” side inlets; and two 2” top 
vents. Write for full details. 


R. ESTABROOK’S SONS 


204 First Street So. Boston, Mass. 
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June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in in 
neapolis, Minn Headquarters have not yet been chosen 
December 4.—-The first annual “Bosses’ Night” of the Pitts- 
burgh, Pa., chapter of the National Association of Plumbing 


and Heating Salesmen will be held at the Henry Hotel. 


WISCONSIN CHAPTER OF A. S. H. V. 
NATIONAL PRESIDENT 

Driscoll, president of the American Society of 
and Ventilating Engineers, was the speaker of 
evening at the November 10th meeting of the Wiscon- 
sin Chapter of that organization, which was held at the 
Milwaukee Athletic Club, Milwaukee, Wis. Mr. Driscoll 
spoke on “Heating a Skyscraper” and was enthusiastically 
received by a large audience. The meeting was one of the 
best attended in the history of the chapter. 

The officers of the Wisconsin Chapter are: President, 
Harry M. Miller; vice-president, Joseph H. Volk; 
tary, Fred G. Weimer, and treasurer, Wm. H. Wilson. 





E. HEARS 


W. H. 
Heating 
the 


secre- 


HOUSTON ASSOCIATION MEETS 

At a recent meeting of the Associated Master Plumbers 
of Houston, Tex., William E. Swilley was elected to mem- 
bership, becoming a member on Wednesday, November 10. 
About twenty members were present at the meeting, 
which was held in the association headquarters, 804 Stew- 
building, in that city. Henry Warren is president of 
association, and E. E. Pfister 


Obituary 


Frederick H. O'Neill 
O'Neill, of the Wayne Plumbing and Heat- 
Pa., died recently at his home in that city. 


art 


the is secretary-manager 


Frederick H. 

ing Co., Wayne, 
Jacob A. Minwegen 

A. Minwegen, for thirty years sales representa- 

tive Crane Co., traveling out of Chicago, died at his 

home in this city recently, after a short illness. He 

1870, and he had a large circle of friends in the 


Jacob 
for 
was 
in 


territory he covered. 


. 
Thomas Lane 
Thomas Lane, a retired plumbing contractor, at 
his home in Syracuse, N. Y., on Saturday, November 13. He 


enlisted in the army during the Civil War at the age of 14. 


died 


When Syracuse installed its water works system, he had 
the contract for laying most of the pipe. Mr. Lane also 
laid one-half of the second conduit that brings the water 


Skaneateles lake to the homes of Syracuse. 


in 1850. 


supply from 
He was born in Bangor, Me., 


Pioneer Wisconsin Master Plumber, Dies 

Joseph Wittig, Sr., president of the plumbing concern of 
Joseph Wittig Co., at Milwaukee, Wis., died suddenly 
his home in that city November 16, at the age of 
Mr. Wittig was the oldest plumber in point of service 
Wisconsin, having been in business in Milwaukee 
1857. At that time he came to Milwaukee from Saxony. 
Fight years later he moved to a building on East Water 
conducted his business until his death 
Milwaukee water department, 


Joseph Wittig, 


at 
on 87. 
in 


since 


he 
, issued by the 


where 
2 


street, 
Permit No. 


which was instituted after he went into business, was 
held by Mr. Wittig, a record of which he was proud, Two 
sons, Frank and Joseph, Jr., are in the Wittig firm. He 
is survived by two other sons, Robert and Albert, and by 
four daughters. He was a highly esteemed member of the 
Milwaukee West Side Old Settlers’ Club and the Milwau 


Master Plumbers’ Association. 
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Humphrey 25-A Auto- 


matic Gas Water Heater. 


Costs less to own and 
operate than it does to 
buy Candy Ears. 


DOMESTIC ENGINEERING 


Millions for Candy Bars and 
nobody counts the cost or cares. 
People who can afford Candy 
Bars can afford Humphrey 
Automatic Hot Water Service. 


OST candy bars cost a nickel. Nobody thinks 
they are expensive, but the public spends millions 
and millions of dollars for them. 
The money spent in the average family for candy bars 
would easily purchase a Humphrey Automatic Gas 
Water Heater and keep it operating automatically 
at full capacity. 
Take a Humphrey 25-A Heater for example. Supply- 
ing four people over a period of 20 years, the cost per 
year is about a half of a cent per day per person. 
The gas cost per person per day would be about three 
and a half cents. 
The total cost-—four cents a day ~—is less than the cost 
of a candy bar. 
And the Humphrey Heater is in constant use by every 
member of the family every day of the year for 20 
years or more, giving a service that is vitally necessary 
to the health and comfort and happiness of the house- 
hold. 
Your customers who haven’t Humphreys are paying a 
higher price than this now for hot water, but the money 
isn’t coming to you. 
You can sell scores of Humphrey Automatic Heaters 
if you know the facts, and we’re always glad to furnish 
the facts. Write for them. Now! 


HUMPHREY COMPANY 


Kalamazoo, Mich. 
(DIV. RUUD MFG. CO 


HumpPH REY 


Automatic Gas Water Heaters 
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| 4-inch Extra Heavy Pipe | 
| | Tapped for 12-inch or 2-inch W. I. Pipe Single or Double Outlet 
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{| JOBBERS: Why not specialize on “Gold Nugget” | 
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Reducing One-Eighth One- af New York Flared End Taper Brass 
i Ferrules (%) Bend Regulation Ferrules errules 
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| | FOUNDRY & MANUFACTURING CO 
RICHMOND, VIRGINIA 
I | ‘A dependable source of supply’”’ 
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THIS WEEK 


AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








W. M. PATTISON CALLED BY DEATH 


Friends of Wallace M. Pattison, founder and president 
of the W. M. Pattison Supply Co., of Cleveland, Ohio, were 
grieved to learn of his death on Tuesday, November 16, 
after an illness of eight weeks. The funeral was held from 
his late residence, 1850 Mt. Pleasant avenue, and from 
the Windermere Presbyterian Church, and burial took 
place in the Lake View Cemetery at Cleveland. Mr. Pat- 
tison was born in Cleveland on March 5, 1858, graduated 
from the Central High school in that city in 1876, and 
then went to work for the New York Central railroad. 
After five months he left to accept a position with the 





W. M. Pattison 


George Worthington Hardware Co. In 1897 he organized 
the W. M. Pattison Supply Co., in Cleveland, and his fame 
as a business man and a civic leader grew rapidly. He 
served as chairman of the important pipe committee of the 
National Pipe and Supplies Association for a number of 
years, as president of the National Supply and Machinery 
Association for two successive terms, as president of the 
City Club, and the Cleveland Association of Credit Men, 
and he was also a director of the Chamber of Commerce 
and a member of the Union Club. More recently he had 
been appointed president of the East Cleveland commis- 
sion, a member of the railways committee of his district, 
a director in the Guardian Trust Co., the Swartwout Co., 
and of the Ohio Body Co. He is survived by his wife, a 
son and a daughter, and one brother. His mother died 
one week previously, on November 9, and her son’s con- 
dition was too grave to risk telling him of her death. He 
died in ignorance of the fact that his mother had pre- 
ceded him to ‘‘that bourne from which no traveler re- 
turns.” 


STANDARD SANITARY MFG. CO. BUILDS NEW 
PACIFIC COAST KILNS 

Two tunnel kilns, a casting room, and a warehouse 
are being erected by the Standard Sanitary Mfg. Co., on 
the site of the San Pablo, Calif., pottery which was pur- 
chased from the Pacific Sanitary Mfg. Co. a little more 
than a year ago. The present pottery, with beehive kilns, 
has proven too small. A warehouse to cost $250,000 is 
also being built as an addition to the Pacific Coast enamel- 
ing plant of the company at Richmond, Calif. 
JOHN WOOD MFG. CO. AND WOLFF RANGE BOILER 

MFG. CO. MERGE 

The Wolff Range Boiler Mfg. Co., Chicago, for some 
time owned by the John Wood Manufacturing Co., Con- 
shohocken, Pa., but operated as a separate company, has 
been merged with the operating company and the two 





concerns will now be operated as one. M. H. Feldman, 
who has been sales manager for the Wood company, will 
now have charge of the sales of the products of both fac- 
tories, while William Taylor of the Wolff company will be 
continued as western sales manager. The Conshohocken 
factory, which has been devoted to the manufacture of 
welded range boilers, as well as other products, will be 
continued in this capacity, and the Chicago plant will 
continue to manufacture riveted boilers. 


RUNDLE MFG. CO. DECLARES DIVIDEND AND 
INCREASES CAPITAL STOCK 


The Rundle Manufacturing Co., Milwaukee, Wis., has 
declared a stock dividend of $560,000. The company has 
also increased its capital stock from $700,000 to $1,500,- 
000. No expansion is contemplated at the present time 
according to Henry Held, president of the company. 


GREATER NEW YORK PLUMBING AND HEATING 
SALESMEN MEET 

The feature of the monthly meeting of the Greater New 
York Chapter, National Association of Plumbing and 
Heating Salesmen, held at the Building Trades Employers’ 
Association club rooms, New York City, on November 18, 
was a talk supplemented with motion pictures, given by 
C. B. Yardley of the sales promotion division of Jenkins 
Bros. The lecture and pictures disclosed the methods 
used in treating the crude rubber and the manufacture of 
mechanical rubber goods and bronze and iron valves. 

Jack Flemm, vice president, presided in the absence of 
President LaCroix, who was in a hospital, and at this point 
called on Harry Swenson, chairman of the entertainment 
committee, for a report on the Ladies’ Night Dinner Dance 
which is to be held December 1. Mr. Swenson urged the 
members to put forth more effort in helping to make the 
affair a success. His appeal met with unexpected response 
in that nearly every member pledged himself to take from 
one to a dozen tickets. With the major details for the 
party practically completed, there is nothing left to be 
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Something for the baby! 


Here’s Your 
Drawing Card 
for 
Christ mas 
Business— 


“*Little 


Toidey’”’ 
will bring 
folks in 





A Welcome 

Gift Where 

There’sa 
Baby 





Everybody 
buys for 
some baby 
at 
Christmas 
Time 
“Little Toidey’’ at 
$4.85 appeals to 
those who want the 
best. Finished ex- 
quisitely in white, 
pink, blue, celluloid 
pyroxylin. Poxed in attractive carrying case decorated 

with original animal design in red. 





“Toidey, Jr.’’— also a safe, comfortable, portable san- 
itary baby seat, makes a hit at $2.85. Comes in old 
ivory and white lacquer. 


Special 10-piece Christmas Assortment 


includes 4 “‘Little Toideys” in gift boxes, 6 ‘‘Toidey, 
Jr., 36’ Christmas Streamer in holly red and green, for 
window or store. Complete display for $24.40 will 
bring profits on itself of $12.10. 


Get folks in through ‘‘Little Toidey’’ 


take advantage of the Christmas spending period 


ORDER RIGHT NOW! 


Coupon order below for your convenience, 


Miss Gertrude A. Muller, Pres. Date 
JUVENILE WOOD PRODUCTS, Inc. 


Fort Wayne, Indiana 
PI , 10 piece Christmas Assortment @ $24.40 
s s > me 
——— 18 piece Christmas Assortment @ 42.30 


Name 


Street : City and State 


I buy from jobbers noted 
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done but for everyone to enjoy a real social evening, ac- 


cording to Mr. Swenson. 


Secretary Weber read a letter from “Domestic Ensgi- 
neering,’’ addressed to President LaCroix, acquainting the 
organization with a booklet entitled ‘““‘The Small Town Mar- 
ket,’”’ which recently came off the press and is distributed 
without charge from the office of the publication. A large 
number of those present requested copies. Mr. Weber 
also called attention to the bulletin which is issued 
monthly by the Pittsburgh association. 

Chairman Flemm added a short dissertation on the 
growth of the organization with an outline of a publicity 
campaign that is to be inaugurated shortly in the Metro- 
politan area. Placards will be distributed and whole- 
salers will receive a series of letters explaining the aims 
of the association and the benefits to be derived from 
membership. 

Before adjournment O. E. Tarbox, who is with Earl K. 


| Williams; Samuel Ungerleider, H. C. Cohen, Joseph Sel- 


den, and L. F. Dickenson, all with Mayer Malbin; G. P. 
Leich, who is with United-Obendorf Corporation; W. P. 
Flynn, with John Wood Mfg. Co.; Harry Scharff and J. 
Scharff, both with J. Scharff, were admitted to membership. 
JOHN S. KANE CALLED BY DEATH 

John S. Kane, manager of the New York office of Abend- 
roth Bros., Port Chester, N. Y., died on Thursday, Novem- 
ber 4, in his 57th year. Mr. Kane, who had been con- 


| nected with Abendroth Bros. for 16 years, was very well 


known and had a large circle of friends in the trade, hav- 
ing spent the major portion of his life in heating work. 
s3orn in Geneva, N. Y., he first started in the steamfitting 


| business in Chicago. He came to the East 30 years ago, 
| entering the sales end of the industry. 


CRANE CO.’S BROOKLYN SHOWROOM 

Pictured herewith are some views of Crane Co.’s new 
branch at 43 Debevoise place, Brooklyn, N. Y., recently 
occupied by that company. The new building, which is a 
model of its kind, overlooks Flatbush avenue extension, 
one of the busiest traffic lanes in Brooklyn, and is much 
more advantageously situated than the former location at 
249 Willoughby street. It was designed by Raymond 





Exterior of Crane Co.'s Brooklyn office and exhibit building 


Hood, the architect for the American Radiator building in 
New York City and the Tribune Tower in Chicago, who 
worked in co-operation with the building department of 
Crane Co. The structure is two stories in height, being 
built of reinforced concrete with a facade of Hudson River 
brick 

Exhibit rooms occupy the entire front part of the 
ground floor, which is approximately 100 ft. in width 
Four model bathrooms, each finished in Faience colored 
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S.T. Johnson Co. Oil Burn- 

ers are heating hundreds 

of homes from Maine to 
California, efficiently, 
safely, economically. 














The 


CONFIDENC 


Of the Trade... 
JOHNSO 


rg, Nk at)! Nl’ Nn la AMMA, Tal) i!) Wane a 4) 
YY y - 
OIC BURNERSo© 





For 21 years, Oil Burning Equipment manufac- 
tured by the S. T. Johnson Co. has held the respect 
and confidence of ‘‘the Trade.’’ Engineers praise 
the Johnson Rotary for: 


. ° : . 
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1. Dependability. Correct design, finest ma- 
terials and precision methodsof manufacture. 











“Built Like a Watch’ Ze Simplicity. Compactness and accessibility. 
/ 
XK es 3. Economy. Burns low-grade oil fuel with 
= high efficiency. 


4. Safety. The Johnson Rotary Burner with 
full automatic control is listed as standard 
by Underwriters’ Laboratories, an organiza- 
tion established and maintained by the 
National Board of Fire Underwriters. 


Some valuable territory still available for a few 
desirable dealers. Write for illustrated booklet and 
full information. 


Distributors and 


we, §.T. JOHNSON CO. |): 


San Francisco Throughout the 


Sacramento OIL BURNERS gai United States and in 
TRADE MARK REQSTEREO 


Philadelphia Foreign Countries 
Main Office and Factory < 940-950 Arlington Avenue 
OAKLAND, CALIFORNIA 











42-926 
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SECOLRBRODUCTS' 


+ 








THE “MONOVAL” 


The supreme artistry of the new MonOval Swing 
Spout Sink Faucet with its Integral Mixing Valve is 
apparent to all. It is something entirely new and 
distinctive—a radical improvement over the old two 
valve fixture. Your customers will marvel ‘at its 
radiant beauty——its cool majestic poise—its rugged- 
ness and freedom from repairs. Built to last a life 
time and backed by Wiseco’s half century of experience 
in the manufacture of Plumber’s Quality Brass Goods. 
Your jobber can supply you. 


J. B. WISE, Inc. 


WATERTOWN, N. Y. 















BRANCH OFFICES: 
NEW YORK CHICAGO 
PHILADELPHIA SAN FRANCISCO 
ST. PETERSBURG 


> i S 
Noe- Only One Valve To Operate wT 
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tile, are built in, the sizes and the fixtures used serving to 
display a representative line of bath fixtures, the exhibits 
ranging from inexpensive outfits to the more costly lay- 
outs. Besides the bathrooms, there is a large and beauti- 
ful exhibit room, with walls and floor of zenitherm com- 








Partial view of Crane Co.’s exhibit rooms 


position and with beamed ceiling. Crane Co. products in 
profusion are on display in this room, while the north 
end of the room is given over to a compact but complete 
showing of steam specialties and heating materials. 

The city sales department and the shipping offices are 
located directly behind the exhibit room and are accessible 
from the Hudson avenue en- 
trance to the building. Here 
are also to be found the valve 
and fitting storage bins. An 
unusually large basement also 
allows the storage of surplus 
material. 

The offices occupy the front 
of the second floor, the rear 
being used by the plumbing 
assembling department. Due 
to the layout, these rooms are 
unusually light and _ airy. 
Toilet rooms for the use of 
employees and customers are 
J in keeping with the establish- 
Model of Eiffel Tower, made ment, being finished in mar- 

of Crane fittings ble and terrazzo and equipped 
with vitreous china fixtures 
of the company’s own manufacture. 

Besides this building, Crane Co. maintains a large one- 
story warehouse in the Glendale section, with Long Island 
railroad siding, containing about 25,000 sq. ft. of floor 
space. T. H. Dawson, Jr., is manager of both exhibit build- 
ing and warehouse, the territory covered by the branch 
being Brooklyn and Long Island. 








OPENS NEW MANUFACTURING PLANT 
The American Enameled Products Co., Chicago, has re- 
cently opened a new plant for the manufacture of medicine 
cabinets at Mount Pleasant, Mich. Twenty-one acres are 
included in the project, these being served by two railway 
Sidings. The building has 75,000 sq. ft. of floor space, and 
will give the company a capacity of 500 cabinets a day. 





PITTSBURGH SALESMEN COMPLETE PLANS FOR 
BOSSES’ NIGHT 
Officers of the Pittsburgh Chapter of the National Asso- 
ciation of Plumbing and Heating Salesmen have been busy 
Preparing for their organization’s first annual Bosses’ 
Night, to be held at the Hotel Henry in that city on 
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An Ounce 
of 


Prevention 


Boiler troubleis expensive. We don’t give McDonnell 
& Miller Duplex Water Feeders away, but they cost 
a lot less than trouble. Prevent burned boilers and 
cracked sections by installing McDonnell & Miller 
Duplex Water Feeders on all low pressure steam 
heating jobs. 





Ask for Bulletin D 6. 


Y MSDONNELL G& MILLER) 
WRIGLEY BUILDING, CHICAGO 
Eastern Warchouse Stock, Bush Terminal, N. ¥ 











YOUNG 


CENTRIFUGAL VACUUM 
AND BOILER FEED 


They produce a powerful suction on the return line of vacuum heating 

systems while a pressure of twenty pounds at the pump insures positive 

return of water to boiler at all times. 

Bulletin No. 5. describing complete line of pumps, will 
e mailed on request. 














YOUNG PUMp COMPANY 
DUNHAM BUILDING 
450 East Ohio Street, Chicago 
In Canada; C. A, Dunham Co., Ltd, 
1523-41 Davenport Road, Toronto 
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UNCONDITIONALLY GUARANTEED 


»>ARROW > 


TRADE MARK 
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PNEUMATIC —STORAGE—SPECIAL <4 


Black or Galvanized ° Catalog 


Ity,Steam Boiler Work re 
The Novelty Steam Boiler Wor cs Company [E-~> 


Clare and Kloman Sts. 
















Armstrong Bros. 


PIPE VISES 


IMPROVED 
DESIGN 


GRIP TIGHT—STAY RIGHT 
Write for Free Catalog 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U. S. A. 
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HE NEW O-E Vacu- 

Float Vent, with Verti- | 
cal Seat equipped with large 
Monel metal ball permitting 
large venting orifice, insur- 
ing increased capacity. 


Vertical Self-Cleaning 
Knife Edge Seat prevents 
“FOULING” as com- 


pared to Horizontal type. | 





In addition to the other | 
superior features of the 
NEW 0O-E Vacu-Float 
Vent, the well known O-E_ | 
Thermal Member has been | 
embodied to insure the 
users of O-E Specialties the 
<RAD usual long life giving quali- 
ties. 








Send for more details. 


A 


O-E Specialty Manufacturing Co. 
10 Keefe Avenue Milwaukee, U.S. A. 
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A Ready Sale 


for Comets 


InYevery community 
there is a market for 
Comet Radiators. You 
can sell these non-coal 


4 45 45 ay 4 a 4) * 


burning heating plants 
to garages, residences, 
schools, churches, stores 


and offices 


The Comet Radiator 
is a compact, durable gas 
burning heating plant 
which offers the very 
desirable combination of 
efficiency and economy 


Write today and learn the full par- 
ticulars about protected agencies in your 
community 


Manufactured by COMET RADIATOR CO. 
2010 Market Street Philadelphia, Penna. 
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December 4. C. W. Wanger, president of Woodward- 
Wanger Co., has promised to attend and will deliver the 
feature address of the evening. Many other prominent 
‘‘bosses”’ will be asked to speak a few words. High class 
entertainment has been engaged, an excellent meal igs 
promised and a general, good-fellow get-together of sales- 
men and their executives is in store for those who attend. 


PACIFIC COAST REPRESENTATIVES ATTEND 
MUELLER CONFERENCE 

With flying colors and suitable band music—probably 
“The Sextette’’—six of the west coast representatives of 
the Mueller Co. will leave San Francisco, Calif., December 
1 for Decatur, Ill., to attend the annual sales convention 
of their company. They are planning to remain in Deca- 
tur, where the factory is located, for a week or ten days, 
returning by December 20. Those who will make the east- 
ward trip are: T. F. Leary, San Francisco manager; W. L 
Jett, Los Angeles manager; Sam Kerr of Portland, Or: 
and Seattle, Wash.: Lloyd Logsdon of San Francisco, and 
Robert Baugh and Ward DeWitt of Los Angeles. 


STULSAFT MANAGERS HOLD CONFERENCE AT SAN 
FRANCISCO 

\ feature of the organization of the M. Stulsaft Co. of 
San Francisco, Calif., is the regular monthly get-together 
of its branch managers from all over California. Those 
meetings have proven highly satisfactory, particularly in 
such matters as the co-ordination of policy and the knit- 
ting together of comprehensive sales efforts throughout 














Lett to right: Morris Stulsaft, San Francisco, Calif., president; 
G. Lowry, Sacramento branch; J. Furrer, San Francisco; Theo. 
Jiansen, San Jose branch; William Campbell, Oakland branch; 
Harry Silke, Jr., Los Angeles branch; Harold L. Friesley, San 
Francisco general manager; Harry Allison, San Francisco 
manager, and Blake Smith, Hollyweod branch 


' the state. At the last meeting, held November 21 at San 


Francisco, considerable time was devoted to a discussion 
of the inauguration of the new profit-sharing plan A 
great deal of attention was also given to the matter of 
selecting sources of supply. The Stulsaft Co. branches 
extend from Sacramento to Los Angeles, tapping all of 
California’s principal trade centers. 
MANUFACTURERS DISPLAY PLUMBING AND HEAT- 
ING GOODS AT HOTEL SHOW 

Several concerns whose products are sold or installed 
by plumbing or heating contractors were among the ex- 
hibitors at the Hotel Show, held in New York City the 
week ending November 13. While the majority of these 
manufacturers made devices used by hotels the feature of 
their exhibits, many also displayed other equipment made 
by their companies. 

Among the exhibitors were C. A. Boyle & Co., Inc., 
Chicago. The booth maintained by this company afforded 
a pleasing spot of color among more prosaic exhibits, as it 
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No. 512 
























































Character in Every Line 








HESE square type basin cocks not 
only possess all the inherent good- 
ness that characterizes the entire 
McR Line and which for thirty-five 
years has represented the standard 
of value, but their decidedly attrac- 
tive appearance makes them addi- 
tionally desirable. 


The No. 512 has a four ball handle 
with removable index button — the 
No. 520 has a quick opening china 
lever handle and the No. 530 a four 
arm all china handle. 


Your jobber will be glad to 
show them and quote you. 


The McRae & Roberts Co. 


DETROIT, MICHIGAN 
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INDIANA TANK FITTINGS 


are made by the most skill- 
ful mechanics and by the 
most modern manufactur- 
ing methods possible. 
That's why Indiana fittings 
have been chosen as stan- 
dard equipment by an in- 
creasingly large number of 
the country’s closet tank 
manufacturers. 








They can be installed and 
forgotten—the materials 
and workmanship are guar- 
anteed, and Indiana Tank 
Fittings are always durable 


and dependable. 





THE INDIANA BRASS CO. 


The Largest Exclusive Manufacturers 
of Tank Fittings in the World 


FRANKFORT 33 33 INDIANA 
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con-isted mainly of non-rubber shower curtains of almost 
every hue and design. Along the background, the de- 
signers had placed a lustrous black curtain upon which 
the white and colored types were effectively contrasted. 
Ancther feature of this booth was a showing of silver 
spray portable showers, effectively hung with curtains. 

\nother booth with color as its motif was that of the 
American Enameled Products Co., of New York. Here 
Francis H. Love displayed bathroom inset accessories in 
yarious harmonious colors. A novel effect was produced 
by (wo lavatories, treated in the same manner, this feature 
producing much interest among people interested in 
colored bathroom effects. Colored toilet seats were also 
on display in this booth, as were white bathroom acces- 
sories and medicine cabinets. 

Shower curtains were also the piece-de-resistance of the 
display of the Para Rubber Co., Newark, N. J. This com- 
pany had arranged a display of almost every color of the 
rainbow, the different hues blending in with each other 
to make a harmonious whole. 

Persons interested in heating in a new and different 
manner were attracted to the booth of the Trane Co., 
La Crosse, Wis. This company had a section of wall, into 
which had been built one of its heat cabinets, the opera- 
tion being visible to all. 

Hoffmann & Billings Mfg. Co., Milwaukee, Wis., made 
its shower stall with mixing valve the central part of its 
exhibit. In addition, Franklin S. Cobb, in charge, showed 
the company’s 1927 model shower, with removable face, 
shower and tub supplies, and compression goods. 

Exhibits of the products of various manufacturers of 
plumbing goods made the booth of the Cronium Corpora- 
tion of America one of beauty. Among the samples shown 
were flush valves made by Sloan Valve Co., bathroom 
accessories from the plant of J. A. Hoegger & Co., Ine., 
tubular and cast products of Peck Bros. & Co., showers 
made by the Speakman Co., and curtain rods and rollers 


from H. L. Judd Corp. 





Booth of C, A. Boyle & Co., Inc., at National Hotel Show 


A showing of the kinds of special medicine cabinets 
that had been selected for various big hotels was the 
feature of the Miami Cabinet Co., Middletown, O. These 
types, including those in black finish, made an imposing 
array. From the standpoint of the master plumber, the 
range boiler was the most interesting thing in the booth of 
L. O. Koven & Brother, Jersey City, N. J., although that 
company also showed samples of its hotel equipment. 

The Consolidated Gas Co. of New York City had on 
view many products sold and installed by master plumbers 
and heating contractors, these including water heaters 
made by the Lovekin, Kompak, Pittsburg, Cleveland and 
sryant companies, a gas radiator, a gas-fired boiler and 
radiant heaters. 
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ing Machine 





For 
Production and Precision 
ing 


PORTABLE 
Capacity ” to 2’ Pipe 
Le if. to 144” Bolt 








FEATURING: 
Quick Die Change 


Automatic Die Head 
ree Speeds 


Perfected Oil Control 
Send for Catalog. 
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CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 


Power Pipe Thread- 





Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 








service to operate under low or high 
pressure water supply. 


Water Closets for every type or class of 
service. 


Frost Proof Closets. _Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 
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STRINGER ROUGHING-IN SYSTEMS 


Save the Plumber TIME and MONEY— 





They come ready to install with no waste of material. Try 
them on your next job and be convinced of their merits. 

Manufacturers of complete rou hing-in systems for either 
CAST IRON or SCREWED PIPE installations. We have 


fittings for any operation—from the smallest bungalow to 
the tallest building. 

Write for catalog of Modern and Economical Plumbing Rough 
ing-In systems. 


STRINGER BROS. CO., Inc. 
1100 West 38th St. - Chicago, Illinois 
Factories: Gadsden, Alabama 
Warehouses: Chicago, Illinois, Gadsden, Alabama 












































SYPHON AIR VALVE 
Embodying Dole Thermostatic Principles 
Quality materials and workmanship— 
proven efficiency of operation—special Dole 
thermostatic principles—these are the fac- 
tors that make the Dole Syphon Air Valve 
in great demand all over the United States. 


“If you want a better air valve at a lower price, 
send for our diagram blue print showing detailed 
specifications.”’ 


The Dole Valve Co., 1°7;33,C""°" Chicago, Ill. 
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Ki J. W. Oliver, vice president of the Standard Sanitary 
Manufacturing Co. of Pittsburgh, Pa., was a recent visitor 
in San Francisco. Mr. Oliver arrived November 17 for a 
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NEON 
We couldn’t afford to say E-Z Radiator 
Hangers are adapted to any ordinary wall 
construction unless we KNOW! Two-by- 
four studding has all the strength needed to 
hold the pull on the anchor bolt. 


HEALY-RUFF COMPANY 
770 Hampden Ave. St. Paul, Minn, 
“A big help to customers”’ 
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The DAYTON “CUB”, with its 
200 gallons per hour pumping ca- 

acity and low price of $85.00 is 
by far the leading water system 
value offered today. DAYTON 
dealers are breaking sales records 
with it. 


It is one of a complete line of 
DAYTON Water Systems for 
= and shallow weils and cis- 

with pumping capacities of 
os 160 to 3,000 gallons per hour. 


Write for catalog and let us out- 
line for you our proven “business 
getting” dealer plan. 


THE DAYTON PUMP & MFG. CO. 


YTON. OHIO. U.S.A. 








Surgeons Nickel 
Plated Pedal Sup 
ply Valve for hot 
or cold water. 


All working parts 

removable from 

above the floor. 
cw 


Haines, Jones & 
Cadbury Co. 
Philadelphia 














The Red Brass 
Fitting Line 


We make all styles of fittings, 
in round or flat bead. When 
ordering from your jobber ask 
for PHOENIX, 


Phoenix Brass Foundry 
Irvington, N. J. 


OENIX BRASS 





week’s stay. 

Robert Savill of Thomas Savill’s Sons Co., Philadelphia, 
visited friends in the New York City the 
week ending November 20. 

William B. Neal, 
tanooga plants of the Somerville Iron Works, 
and warehouse at South Ashland avenue, 
left this week for a business trip to the Pacific Coast. 
Neal will be from his office until Christmas. 


trade in during 
general manager of sales of the Chat- 
with offices 

Chicago, 
Mr. 


9297 
306 / 


away 


Alex. B. Pierce, vice president and general manager of 
the N. O. Nelson Mfg. Co., St. Louis, Mo., and Harry L. 
Jonathan, assistant manager of branches of Crane Co., 


H. Groenlund, manager of the 
recently on their visit 


were guests of U. 
Houston, Tex., branch of Crane Co., 
to that city. 

Abbot, 


Chicago, 


George vice-president, has been appointed gen- 


eral manager of the Garlock Packing Co. of Palmyra, 
N. Y., to succeed the late Henry N. Winner. 

F. Sharpe, whose like- 
ness is shown herewith, has 





been appointed sales represen- 
in the of Michi- 
gan for Goulds Pumps, Ince., 
of Seneca Falls, N. Y. He will 
make his headquarters at 
Detroit, Mich. 


tative state 


99 


23 
| Harper avenue, 
Anthony Horvath has been 

| appointed a member of the en- 
gineering staff of the Dayton 
Pump & Manufacturing Co., 
Dayton, Ohio. He was for- 

merly connected for a number 

of years with the Dayton Fan 

& Motor Co. and later with 
the Duro Co. and the Uniflow 
Pump & Manufacturing Co. of 

Mr. Horvath’s education was obtained at Wash- 
ington University, St. Louis, and at the University of Day- 
and he has had much experience in designing water 
water softeners and electrical accessories to water 





Fr. W. Sharpe 


Dayton. 
ton, 
pumps, 
systems. 
Kanitz, who has recently been appointed rep- 
Europe for Black & Decker, 


Oswald C, 


resentative in continental 


Ltd., of London, is spending several months at the home 
office of the Black & Decker Mfg. Co. in Towson, Md., be- 
fore assuming his duties in Europe. 


John J. Callahan, factory superintendent and assistant 
J. P. Ballou, has been appointed manager of 
Dealers Steam of Palmyra, N. Y., fill 
vacancy caused by Mr. Ballou. 
R. Stockwell of Weil-McLain Co., Chicago, 
calling on the com- 


to the late 
the 
the 

Wm. 
made a business trip to Philadelphia, 
pany’s distributors in that city and vicinity. 

William ¢ 
wood Plumbing Supply Co., Ridgewood, 
his wife, has been spending the month of Novem 
the Carolina Hotel, Pinehurst, N. C. Mr. Banta, 
of the star golfers of the Metropolitan Trade 
Golf Association, tuned up for the Thanksgiving golf tour- 
at Pinehurst He was runner up 
that tournament last year. 

F. J. 
Francisco, 


Packing Co. to 
the death of 


recently 


. Banta, secretary and treasurer of the Ridg¢ 
N. J., accompan- 
ied by \ 
ber at 
who is one 


ney during his stay. 


san 


i4 


Tay Co. of 
November 


Baker, president of the Geo. H. 
Calif., left the Golden Gate city 
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Which gets YOUR vote : 


Your profits hinge 


on the decision 
you make 


RE youcasting your vote for hand 
tools and high costs or new effi- 
cient tools and more dollars of profit? 
The new Red-E- Hall Pipe Threader 
banishes the spectre of high labor 
costs that eat up your profit. The new 
Red-E-Hall is an actual producer of 
profits for modern plumbers. 


By actual test the new Red-E-Hall 
has proved its ability to cut labor 
costs 90%. It is by a considerable 
margin faster than any other machine 
built. Capacity 4" to 2". As a power 
unit and without dismantling ma- 
chine, drives hand stocks up to and 
including 12". 


The Red-E-Hall is designed for 
stationary operation, but practical 
built-in portability enables it to be 
moved easily and quickly to any 
part of shop or job. 


A new folder tells the whole story 
of Red-E-Hall’s amazing ability to 
cut costs and earn more profits for 
you. Fill in coupon and mail today. 


HALL-WILL, INC., Erig, PA. 
Super 4''—6"— 8"—12" Pipe Machines 


Eight Value Features of the 
new Red-E-Hall 


§. Equipped with 
Timken Roller 
Bearings. 

@. Portability. Red-E- 
Hall Built-inTruck. 


7. Four extra sets of 


1. Made of certified 
malleable castings 
—tor lightness plus 
sturdy strength. 

2. Three speeds. 


3. Silent Chain Drive. 


4. Friction Clutch in- dies. 
sures easy starting 8. Drives hand stocks 
and stopping. up to 12". 
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$485 t. o. b. Erie, Pa. 


Completely equipped with 
Standard Motor, 4 extra sets 
of Dies, Built-in Truck. 


New, exclusive 
chuck enables the 
Red-E-Hall to cut 
close nipples without 
special adjustment. 


Capacity of Red-E-Hall %"' to 2". 
As a power unit, and without dis- 
mantling machine, drives hand 
stocks up to and including 12"'. 
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Patents 
applied for 


Jobbers have it 
on display 
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PORTABLE PIPE THREADER 


Built by HALL-WILL,INC. Grie, Pa. 


© 1926, Hall-Will, Inc. 


HALL- WILL, INC., - Erie, Pa. 

Send me a copy of your illustrated booklet describing | 
the new Red-E-Hall Pipe Threader. 
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© 1926 Hall-Will, Ine 
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for an extended business tour of the principal eastern 
trade centers, including Chicago, Detroit, Cleveland, Cin- 
cinnati, Pittsburgh, Philadelphia and New York. Mr. 
Baker left on the first of the new Southern Pacific overland 
trains scheduled to make the run from San Francisco to 
Chicago in 63 hours. He expects to return to the coast 
in time for the holiday season. 


H. J. Kleinman, Philadelphia representative for the 
Central Tube Co., Pittsburgh, made a combination busi- 
ness and pleasure affair out of his last trip south, taking 
Mrs. Kleinman with him. While in Washington, D. C., the 
Kleinmans spent a week end with William Hanson of 
E. G. Schafer & Co., Mr. Hanson and Mr. Kleinman get- 
ting in some golf. 

Harry A. Jay, manufacturers’ representative, Chicago, 
has moved his office from 79 West Monroe street to 22 
West Monroe street, in that city. 


W. Wint Morgan has been added to the sales force of 
the I-X-L Pump and Mfg. Co., Inc., Philadelphia. Mr. 
Morgan will cover the states of Pennsylvania, New Jer- 
sey, Delaware, Maryland and Virginia and also the District 
of Columbia. 

O. N. Walther of Philadelphia has been named by the 
Council of the American Society of Heating and Ventilat- 
ing Engineers as the society’s representative on the Na- 
tional Fire Protection Association’s committee on garages. 

Wm. G. Miller, president of the Detroit Association of 
Sanitary and Heating Contractors, was a guest at the din- 
ner meeting of the Plumbing and Heating Salesmen’s As- 
sociation, Thursday, November 4, at the Detroit Union 
League Club. Mr. Miller gave an address in which he 
emphasized the important part to be played by the plumb- 
ing and heating salesman in upbuilding the business. 
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New Trade Literature 


Supplement to Catalog of Kewanee Boiler Co. 

“The Kewanee Radiator Slim Type’’ is the title of a 
supplement just issued to Catalog No. 77 of the Kewanee 
Boiler Co., Kewanee, Ill. An illustration, 14 by 16 inches, 
with gold background, shows this type of radiator. 

Bridgeport-Keating Flush Valves 

A folder with the title, ‘‘The Last Word in Sanitation,” 
is being distributed by the Bridgeport Brass Co., of 
sridgeport, Conn., in which several models of Bridgeport- 
Keating flush valves are described. 

Pierce, Butler & Pierce Manufacturing Corporation's 

Folder 

The Pierce Eastwood Radiator is described in a folder 
just issued by Pierce, Butler & Pierce Manufacturing Cor- 
poration, of New York City. This radiator is assembled 
with right and left threaded heavy malleable cast-iron 
screw nipples, and is made in standard sizes. 

Foxboro Company’s Circular 

The Foxboro Co., Inc., of Foxboro, Mass., is sending out 
a circular describing its CO, recorders, an automatic re- 
cording orsat that analyzes flue gas by quantitative chem- 
ical analysis. Several illustrations and diagrams are given. 

Hays Draft Gauges 

Hays Corporation, of Michigan City, Ind., is distributing 
a circular describing its portable draft gauges, draft re- 
corders, gas analyzers, test sets, etc. A folder containing 
an article entitled ‘Use of Draft Gauge for Testing Chim- 
neys in Heating Plants,’’ by Professor A. P. Kratz, of the 
University of Illinois, is also being distributed by the Hays 
Corporation. 





PITTSBURGH ENGINEERING CO. 


MANUFACTURERS OF 


CAST IRON FITTINGS 


VW Weliitictdittede Metimite mel mertis 
Iron Screwed and Flanged Fittings, 
Flanges and Flange Unions for 
NOLO lca ee mmictiice 
ard and Extra Heavy. 


PITTSBURGH ENGINEERING CO. 
Main Office and Works 
JEANNETTE, PA. 
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THE TRADE 


WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








GREATEST NATIONAL CONVENTION YET PLANNED tions and appointments were made officially at a meeting 
FOR MINNEAPOLIS IN JUNE of a committee from the National Association of Master 


Lang, Chicago, Named General Chairman Representing Plumbers with a committee from the Minneapolis Asso- 


National; Wilkins, Minneapolis, General Chairman ciation, held in Minneapolis on November 13. 
Representing Local Association. Present at that meeting were Albert J. Wilson, San 
Minneapolis as host to the 45th annual convention of Francisco, president of the National Association of Master 
the National Association of Master Plumbers, in 1927, Plumbers; Alexander Coleman, San Francisco, national 
is ready to accommodate the greatest number of delegates secretary; W. J. Lang, Chicago, national director; H. E. 
and visitors ever gathered at a national convention. June Longley, Wilmington, N. C., past national president; Chas. 
21 to 23 are the dates; Hotel Radisson is convention head- J- Kelly, Portland, Ore., national director; Wm. A. By- 
quarters; the new Minneapolis Auditorium is to house Water, Salt Lake City, Utah, national director; and Chas. 
the exhibits and business sessions; Wm. J. Lang, national Wilkins, H. M. Porter, W. F. Chapman, O. Bergerson, 
director from Chicago, is general chairman of exhibits &. C. Hansen, O. P. Bahneman, W. W. Hughes and Alfred 
and convention arrangements, representing the national Wiik, all of Minneapolis. 
association; and Chas. Wilkins, Minneapolis, is general Mr. Lang states that great interest has been shown 
chairman representing the local association. These selec- already by prospective exhibitors, about twenty-five man- 














\ 





BERNA BS S6 ee 


Seated, from left to right: Alexander Coleman, San Francisco, Calif., secretary N. A. M. P.; Albert J. Wilson, San Fran- 
cisco, Calif., president N. A. M. P., and a Minneapolis alderman.—Standing, from left to right: A Minneapolis alderman; 
William A. Bywater, Salt Lake City, Utah, director N. A. M. P.; a Minneapolis alderman; O. Bergerson, secretary Minneapolis 
association; William J. Lang, Chicago, director N. A. M. P., and general chairman of convention representing national asso- 
tiation; Charles Wilkins, Minneapolis, general chairman of convention representing local association; O. P. Bahneman, 
Minneapolis; W. F. Chapman, president Minneapolis association; Henry E. Longley, Wilmington, N. C., director N. A. M. P.; 
WwW. W. Mughes, Minneapolis; Charles J. Kelly, Portland, Oregon, director N. A. M. P.; Alfred Wiik, vice-president Minne- 
apolis association 
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Officers of the National 


Association of Master Plumbers and of 


Hh 


the St. Louis, Mo., Association on their recent tour of inspec- 


tien to the David Ranken, Jr.. School of Mechanical Trades, as reported in last week's issue of “Domestic Engineering” 


ufacturers having written him recently for space. Six of 
these have asked for double that which they used last 
vear. Mr. Lang will, as last year, be in complete charge 


of exhibits and will be assisted by H. M. 
olis His plans for the coming convention have been ap- 


proved by the 


Porter, Minneap 


ready his an- 
will be put in 


directors and he is getting 
nouncements 
the mail at All business sessions will be 
held in the Exhibit Hall 
A cafeteria will be installed in the building so that dele- 
Fur 
entertainment will be 

The general public will be in- 


and diagrams, all of which 
the same time. 
\uditorium directly above the 
gates and visitors will not have to leave for meals. 
thermore, most of the 
held in the Exhibit Hall. 


vited to view the exhibits, and, inasmuch as the plumbers 


planned 


will hold the first convention ever held in the Auditorium, 


it being a brand new building, there is little doubt that 


many will be drawn to it. 
The program planned is elaborate. Mr. 


that it 


Lang predicts 
held, 
arrangements for a good 


will be the greatest convention ever 


the standpoint of exhibits and 


time. On Monday evening, June 20, a reception for all 
held at the Hotel Radisson. 


June 21, a 


delegates and visitors will be 


On Tuesday evening, vaudeville performance 
Hall of the Auditorium. Min- 


display windows 


will be held in the Exhibit 


neapolis merchants will signs in their 
announcing this event, to which the public will be invited, 
and tickets will be furnished these merchants to give to 
visitors to the conven- 
have space reserved for them. On Wednesday 
held in the Exhibit Hall, 


starting at 9:00 p.m On that evening the ladies will be 


their customers Delegates and 


tion will 


evening, a stag party will be 
turned over to the chairman of the Ladies’ Auxiliary for 


ball 
And a surprise entertainment 


entertainment On Thursday evening, a grand will 
be held in the Auditorium. 
is planned for Friday, which will last from 9:00 a.m. to 
therefore, are asked to 


4:00 p.m Delegates and visitors, 


plan on staying over for that day 
making local arrange 
Porter, L. H. 
have 


As assistants to Mr. Wilkins in 
convention, H. M. 
and W. F, Chapman 


Keefe will be 


ments for the 
H. W. Strader 
J.D 


son will be in 


Johnson, 


been named. 


in charge of automobiles; O. J. John- 


charge of advertising; A. H. Lacher will 


from ' 


supervise registration; O. F. Kohl will take care of in- 
formal reception; O. Bergerson will help the ladies’ auxil- 
iary in its plans for entertainment; L. C. Hansen will be 
in charge of entertainment arrangements; O. P. Bahne- 
man will head the hotel committee; G. W. Hineline will 
be in charge of the reception committee; W. W. Hughes 
will handle the program; H. C. Ridler will head what is 
known as the parks committee; W. S. Bayley will take 
of special features, and A. Wintheiser will have 
charge of stag parties. 

For the information of the ladies who are planning to 
attend the convention, Mrs. Bahneman, whom so many 
will remember for her activity in Louisville, and all the 
Minneapolis ladies are already working hard in prepara- 


tion of a wonderful time for the visitors. 


care 


MICHIGAN CHAPTER A. S. H. V. E. HEARS TALK ON 
GAS HEATING 

The monthly meeting of the Michigan Chapter A. S. H. 
V. E. was held in the Detroit Engineering Society’s Club 
rooms, Detroit, Mich., Monday evening, November 15, with 
W. J. Hampton of the Detroit City Gas Co. as principal 
speaker. 

Thirty-six 
Engineering Society, and the meeting was called to order 
at 8:00 p. m. by President McIntyre. After the treasurer 
and secretary’s report, Mr. Hampton was introduced and 
he gave a very interesting talk about the heating of build- 


ings, especially homes, by gas. 


members and guests enjoyed dinner at the 


Mr. Hampton emphasized the fact that gas companies 
generally have been somewhat slow in their venture into 
the heating industry, but recently have awakened to the 
tremendous field open to them, irrespective of the com- 
paratively high cost of gas as a heating medium. Approx- 
imately 150 homes in Detroit are now heated with gas 
He pointed out that his company has been carrying on its 
slow and 
would 


ts to 


investigations for several years, but has been 
careful, watching each installation in order that it 
be in a position to present nothing but absolute fa 
its inquiring clients. 

Mr. Hampton invited the heating and contracting engi- 


neers of Detroit to visit the company’s offices at any time 
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and investigate files and records pertaining to the research 
work carried on in the course of many installations, and 
expressed the desire on the part of the gas company to 
closely co-operate with the heating contractors and engi- 
neers towards giving home owners the very best heating 
comforts. 

Mr. Treadway of the Bryant Heater & Mfg. Co., and 
Frank Schulle of the EverHot Heater Co. made brief ad- 
dresses Afterwards a number of questions were asked 
by the members and guests which Mr. Hampton answered. 


“ON TO MINNEAPOLIS” CLUB FORMED IN NEW 
ORLEANS 

A record attendance of members of the New Orleans, 
La., Master Plumbers’ Association is expected at the na- 
tional convention in Minneapolis next June. A club has 
been formed for the purpose of raising money with which 
to defray the expenses of the trip. Each member of the 
club is assessed $10 a month, which is deposited in the 
club treasury. Edmond L. Kimble, business manager of 
the association, is handling the details of the club. 





MEMPHIS, TENN., CONTRACTORS ENDORSE CERTI- 
FIED HEATING 

Members of the Heating 
and Piping Contractors Mem- 
phis Association recently en- 
dorsed the plan of certified 
heating for Memphis, Tenn. 
Secretary George B. Richmond, 
of the organization, reports 
that each of the nineteen 
members is installing nothing 
but certified systems. As a 
result of this arrangement, 90 
per cent of the heating appa- 
ratus fmstalled in Memphis are 





certified systems. 


In the near future a cam- 





paign of billboard, newspaper 

George B. Richmond and circular advertising will 

be inaugurated by the associ- 

ation, in an endeavor to educate the public in that city. 

PLANS COMPLETED FOR THIRD ANNUAL CONFER- 
ENCE AT CARNEGIE 

The third annual conference for training plumbing in- 


structors is to be held at Carnegie Institute of Tech- | 


nology, Pittsburgh, Pa., February 28 to March 12. The 
greatest need of the training program for apprentice 
plumbers is for trained instructors. Each year the num- 
ber of apprentice schools and the number of apprentices 
enrolled increase. This makes a greater demand for 
trained plumbing instructors. 

The field of teaching offers splendid opportunities to 
journeymen and master plumbers who are interested in 
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teaching apprentices. The National Trade Extension Bu- | 


reau received many requests for names of qualified plumb- 
ing instructors in the first ten days of September when 


schools were opening. These requests came from master | 


Plumber associations and school officials in cities where 
Classes for apprentice plumbers were being organized. 
Names could not be supplied in all cases because the de- 
mand for instructors exceeds the supply. 

State departments of education require a_ specified 
amount of training in teaching methods before a teaching 


certificate is issued. To give the journeymen and master | 


Plumbers a knowledge of the principles of teaching and 


learning, this conference for the training of plumbing | 


. 
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The Celebrated 


PEERLESS 


KITCHEN BOILER 


(Combined Range Boller and Gas Water Heater) 


The Celebrated ‘‘Peerless’’ 
Kitchen Boiler is the best gas 
heating boiler on the market. 


The “‘Peerless’’ originated the 
gas heating boiler business, 
created the trade demand and 
has served the field for 15 years 
with great distinction. It has 
been much imitated but never 
equalled. 

The Peerless is made in all 
sizes. Numbers 18 - 24 -30-32- 
40 - 42 -52 - 66. 

YOUR SUPPLY HOUSE WILL 
SELL YOU THE “PEERLESS” 
—SEE DOMESTIC ENGI- 
NEERING CATALOG DIR- 


ECTORY FOR FULL INFOR- 
MATION OR WRITE US. 


PEERLESS RANGE BOILER 
CORPORATION 
108 So. LaSalle St. | CHICAGO 




















ENTERPRISE 
QUICK COMPRESSION 


BASIN COCK 


The Quick Compression Pasin Cock illustrated 
here is but one of the many products in the 
Enterprise line. Handsome in appearance 
rugged in performance. 

Nickel plated; china handle; encased disc 
washer. 3!%” spout. 


Your jobber will supply you 
with Enterprise brass goods 


ENTERPRISE BRASS WORKS 
MUSKEGON, MICHIGAN 
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WADE 

Downspout 
~m, Heads 
wed are specified 
by a number 
of prominent architects 
and engineers through- 
out the United States. 
Send for our catalog 
showing complete line 
of WADE Specialties. 


| WADE IRON SANITARY MFG. COMPANY 
| 551-553 Fulton Street i Chicago, Illinois 
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SSS 
What do your customers 
expectofa Cellar Drainer 


Your customers want a simple, compact 
drainer, readily portable and easily in- 
stalled. The drainer that they install must 
be positive in action and absolutely auto- 
matic. It must discharge a maximum 
amount of water in a minimum time.— 
And the appliance must be inexpensive. 
The RATHBUN Automatic Cellar Drainer 
presents all of the above features. 
Wrice for details. 


ote Srathbun Co 


3429 E. Jefferson Ave., Detroit, Mich. 
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RANGE BOILERS 




































< Riveted 
Rivet-Weld 
Welded 
Sure-Tite 
(Copper-Brazed) 
WM. B. SCAIFE & SONS CO. 
sons @ Pittsburgh 
a" New York , 
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No Roof Is 
Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


3 The Bullard Roof Flange 


is acknowledged as the only PERFECT FLANGE by 
busy men who have made satisfying installations. 


THE BULLARD SPECIALTY CO. - Tiffin, Ohio 
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| instructors is called. The instruction is especially planned 
for those who will teach plumbing classes. The problems 
considered are largely those which have to be solved in 


| the actual operation of schools for apprentice and jour- 


neyman plumbers. 


Opportunity will be afforded experienced instructors 
| and those who have attended previous conferences to do 
practice teaching and observation work. The facilities 


the University of Pittsburgh, Carnegie Institute of 
Technology and the trade schools of Pittsburgh are avail- 


at 


| able for this work. 


| turer on industrial relations. 


The following courses in addition to practice teaching 
and observation will be offered: Organizing schools for 
apprentice plumbers; making the course of study, teach- 
ing plumbing apprentices; science for plumbing instruc- 
tors; teaching team-work; teaching and learning. 


Faculty of the Conference 
S. Lewis Land, M.S., “Organizing schools for apprentice 
Cc. B. Connelley, Se.D., D. of E., special lec- 
Samuel E. Dibble, “Making 
teaching plumbing apprentices.” 
M.S., “Science for plumbing 


plumbers.” 


the course of 
Robert B. Leighou, 


study, 
Sc.B., 


| instructors.”’ Wilson S. McDermott, A.B., ‘‘Teaching team- 


work.” H. R. Spencer, Sc.B., “Teaching and learning.” 
Gerald D. Whitney, Sc.B., special lecturer on vocational 


education. Arthur W. Wolfgang, “Organizing schools for 


| apprentice plumbers.”’ 


How Is the Conference Operated? 
This conference, planned especially for those preparing 
to teach plumbing apprentices, is made possible through 
the co-operation of the department of vocational educa- 


| tion of the University of Pittsburgh, the department of 


| plumbing, 
stitute 


heating and ventilating of the Carnegie In- 
of Technology, and the National Trade Exten- 
of the Plumbing and Heating Industries. 


sion Bureau 





RED BANK MASTERS HOLD ANNUAL DINNER PARTY 


On Friday evening, November 12, the Associated Master 
Plumbers of Red Bank, N. J., held their first annual dinner 
party at the Smoke Shop Tavern in Red Bank. The party 
was a stag affair, and was so successful that the members 
are already awaiting the next one. 

The Red Bank association takes in the towns of Atlantic 
Highlands, Bedford, Eatontown, Fair Haven, Highlands, 
Little Silver, Middletown, Oceanport, Port Monmouth, Red 
Bank, Rumson and Seabright, and enough master plumb- 
make up a party of 125 were 
were several visitors from 


from these cities to 
present. In addition, there 
the neighboring association towns of Keyport, Keansburg, 
Long Branch and Asbury Park who had gathered to help 
their fellow masters celebrate. 

Fred Hurst, chairman of the general committee in 
charge, with a first assistant in the person of Thomas 
Cook, president of the association, officiated in a manner 


ers 


| that will make future general chairmen strive to duplicate. 
| His other committeemen were Kenneth Geoffrey and Lamont 


Dube. Upon the shoulders of Thomas Cleary, William 


| O’Brien, Elwood Hardy and Conover White the burden of 
| providing entertainment had been placed, and the guests 


who saw the Apache dance agreed that a wise selection 


had been made. The work of a third committee, made up 


| of Howard Frey, William Dietrich and John Burnside, was 
| plainly evident, judging by the enjoyment shown by the 
assembled masters. 

The entertainment is worthy of mention. There was, 0 
course, an excellent orchestra. Then there were the tango 
dancers, to say nothing of the aforementioned Apaches, who 

' “brought down the house.” There was also an excellent 


| dinner. 
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NATIONAL TRADE EXTENSION BUREAU PRESIDENTS 
AND SECRETARIES MEETING IN JANUARY 

January 11, 12 and 13, 1927, are the dates selected for 
the annual conference of master plumbers’ association 
presiients and secretaries at the headquarters of the Na- 
tional Trade Extension Bureau in Evansville, Ind., accord- 
ing to the official announcement made by Secretary-Man- 
ager William G. Bergner. 

Everyone in the industry will be welcome at the con- 
ference, but the presence of all association presidents, 
secretaries and other officers is urgently requested. Speak- 
ers who have proven they are capable of handling some 
outstanding difficulty in connection with association work 
will deliver addresses. 





MASTER PLUMBERS OF ROCK ISLAND, MOLINE, 
EAST MOLINE AND SILVIS HOLD JOINT BANQUET 


On Wednesday evening, November 17, members of the 
Rock Island Master Plumbers’ Association were hosts at 
a banquet held at the new hotel Fort Armstrong, Rock 
Island, Ill. As their guests they had the master plumbers 
from Moline, East Moline and Silvis. Thirty were in at- 
tendance, the representation of the four towns being 
nearly one hundred per cent. 

Albert Rosenfield, president of the Rock Island Associa- 
tion, acted as master of ceremonies. Kirk A. Journy, sec- 
retary of the Rock Island Master Plumbers’ Association, 
gave a talk to the gathering on the ‘‘Red Letter” days of 
the plumbing and heating industry which the Trade Ex- 
tension Bureau is sponsoring. He dealt in his talk with 
attractive Christmas windows and a direct by mail adver- 
tising campaign to educate the public in buying plumbing 
and heating equipment as Christmas gifts. 

Fred Myers gave a very interesting talk on the progress 












TYPE F 


Each Metaphram is a her- 
metically sealed ‘wafer’ 
which expands with increase 
of temperature. Twelve 
Metaphrams are used in 
Type F. 


Standard equipment on the 
better boilers. 


The most powerful and most sensitive of regulators. The Metaphrams operate in a 
dry well which projects down into the boiler, or in Special Fitting or a Y in pipe line, 
and is surrounded by water. Slight change in temperature affects Metaphrams, 
which operate lever. Gradual action—powerful but sensitive. 


Make your installation complete, more satisfactory and more profitable. Use type F 


on new or old jobs. Order from your jobber or direct. 


NATIONAL REGULATOR CO. 


2301 KNOX AVENUE 


= METAPHRAM && 
DAMPER REGULATOR 


ut 


of the Rock Island Association since the services of a paid 
secretary had been inaugurated. It was his expressed de- 
sire that the Moline, East Moline and Silvis associations 
would in the near future supply themselves with a per- 
manent secretary so that they too might accomplish the 
same results. 

Short talks were given by Mr. Schmidt of Silvis and Mr. 
Plambeck of Moline. The meeting was then open for gen- 
eral discussion. 

It is planned to hold these banquets in the future every 
month. Mr. Schmidt asked that the master plumbers 
present be his guests at the next meeting. 


SOUTHERN CALIFORNIA LOCAL MASTER PLUMBERS 
ASSOCIATIONS ATTEND LOS ANGELES MEETING 
Fifty men, officials and members of seven of the local 

associations of master plumbers which surround Los An- 

geles, made a surprise call on the Los Angeles association 

at its regular meeting on Monday evening, November 15 

The party was planned by state secretary Bruce Clark 

and business manager George E. Richardson of the Pasa- 

dena association. 

The visitors gathered across the street from the Mer- 
chant Plumbers’ Hall in Los Angeles while the Los An- 
geles association was in session. About 8:30 the crowd 
marched up the stairs and took the Los Angeles men com- 
pletely by surprise. However, the visitors were most 
cordially welcomed by W. D. Melville, president of the 
Los Angeles association, who said that while the local as- 
sociation was surprised, it was an agreeable surprise. 

After the conclusion of the regular weekly business of 
the Los Angeles association Secretary Bruce Clark took 
the chair and made a brief talk to the assembled plumbers. 
He said the present visit was conceived as a visible token 


With the “dry well” in 
place it is never necessary 
to drain the boiler to in- 
spect or replace parts of 
a type F 
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The Ideal Damper Regulator 
@® for Closed Hot Water Systems 
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000 a oe of the spirit which should actuate the plumbing industry 
9 as a whole. He made a present day application of the 


old Roman story of the dying man who called his sons to 

his bedside and showed them the unbreakable qualities of 

; a bundle of sticks. He said the various associations of 
What S master plumbers in Southern California should present the 
rigidity of a bundle of sticks to every trouble and problem 


Wrong with which threatened to separate them, and the surprise party 


upon the Los Angeles association was planned to bring 


¢ ° . 9 that fact visibly and forcibly before the eyes and the minds 
eZ This Picture? of the industry. 


In pursuance of the idea that plumbers in reighboring 
territories should get acquainted and should work in a 
harmonious and concerted manner to try to correct some 
of the evils which afflict the industry, he would introduce 
the executives of the visiting delegations and let them 





“Why just this you can’t kink BEAD speak for themselves. Thereupon he introduced P. R. 
CHAIN. Its ball bearing-like construction is Beeman, president of the San Gabriel Valley association; 
an enemy to knots and twists. You will Walter Milmot, president of the Santa Monica Bay asso- 
always find it hanging straight and free. ciation; Edw. Coker, vice-president of the Glendale associ- 
And strong well try to break it in any fair ation: F. L. Parks, president of the South Bay association, 
test. Bill Bead. and George E. Richardson, business manager of the Pasa- 


dena association. 

After hearing from the visitors several members of the 
Los Angeles association not only endorsed the idea of such 
intermingling of men in the same industry, but pledged 


+ 
2 


" 


‘OR PLUMBING 


themselves to visit other associations. Secretary Bruce 
Clark in his talk said the plumbers in Southern California 
should meet on a three-fold basis of association—a basis of 


° . business, social and fraternal g 1s. > was c rinced, 
The Bead Chain Manufacturing Se. yu ine socia and raternal grounds. He was convinced 
and in this conviction he was seconded by many speakers 


Bridgeport, Conn. from among those present, that the greatest good to the 
Canadian Representative — Stanley Brock, Ltd., Winnipeg plumbing industry would result from its adherents getting 





Trade Mark Reg. U.S. Pat. Off. 


better acquainted. 

During the last few months there has been a consider- 
able amount of fraternizing among some of the Southern 
/ | California locals. For instance, the South Bay association 





| and the Santa Monica Bay association have met at dinner 
dances and at picnics, the Glendale and Pasadena associa- 
tions have met together on a number of occasions, but 
never before had so many associations combined to visit a 


neighbor as was the case on that evening. 

The visiting delegation represented seven of the fifteen 
local associations now functioning in Southern California. 
Those were: San Gabriel Valley, Santa Monica Bay, Glen- 
(lale, South Bay, Pasadena, San Pedro and Beverly Hills 
This was the first practical demonstration of the fraternal 
feeling which Secretary Clark is endeavoring to foster 
among the master plumbers, and for the first attempt it 





Reliable, serviceable and economical 
This is the reputation that Trenton 
Brass Goods enjoy. 


It will pay you to consistently recom- was a surprising success. The encouragement of such 
fraternizing, coupled with the secretary’s lecture bureau 
plan for both the entertainment and instruction of the 
master plumbers, rapidly is converting the plumbers in 
Southern California into a homogeneous and energetic 
body of men, each individually, and all collectively, de- 


mend Trenton goods on all of your jobs 
The everlasting sastisfactory service 
which this line renders will cultivate a 
reputation not only for us but for you 


Order from your jobber voted to the betterment of the plumbing industry. As ex- 

. pressed in the words of George E. Richardson of Pasadena, 

The Trenton Brass and Machine Co. they represent a body of men in which “one is for all and 
TRENTON, N. J. all are for one.” 


Incidental to the regular program of the Los Angeles 
association, John Argust, who for the last twenty-six years 
has been a merchant plumber in Colorado Springs, Colo., 
addressed the meeting. Mr. Argust always has been and 





still is an enthusiastic association member, having been 
both president and vice-president of the Colorado state as- 
sociation, and having been for a number of years presi 
dent of the Colorado Springs local. He gave a very inter- 

| esting talk on the conditions which affect the plumbing 
industry in Colorado, taking as his theme the municipali- 
ties of Denver, Pueblo and Colorado Springs. 
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Women’s Auxiliaries 


Columbus Master Plumbers and Auviliary Hold Joint 
Meeting 

On Tuesday, November 9, the Master Plumbers’ Asso 
ciation of Columbus, Ohio, held a joint meeting with the 
Ladies’ Auxiliary of that city. The auxiliary presented the 
association with an American silk flag to be displayed in 
the master plumbers’ hall. The evening was spent playing 
cards, after which refreshments were served 

Salt Lake City Auxiliary Elects New Vice President 

A very enjoyable afternoon was spent by the members 
of the Ladies’ Auxiliary of the Salt Lake City Sanitary 
and Heating Engineers Association at the home of Mrs. 
Will Rees on November 3. Following a short business 
session, at which Mrs. O. S. Walsh was elected vice-presi 
dent, the afternoon was spent at bridge, refreshments 
being served. Mrs. Herbert B. Cromar will entertain the 
members at the next regular monthly meeting on Wednes- 
day, December 1. 

Masquerade Given by Philadelphia Auxiliary 

The Ladies’ Auxiliary of the Philadelphia Master Plumb- 
ers’ Association gave a masquerade party on the evening 
of November 10. Mrs. George F. Uber was instrumental 
in obtaining the rooms of the Society for the Prevention 
of Cruelty to Animals in which to hold the affair. 

sesides a delightful evening of dancing, a number of 
games were played, a feature of which was one tabulated 
“Doughnuts.” 
doughnuts were interspersed with real ones, causing un- 


Some of the most delicious looking rubber 


limited merriment when bites were attempted. During 
the course of the evening refreshments were served to 
the one hundred or more present. 

Mrs. M. J. Feeney was chairman of the committee mak- 
ing arrangements for the social and, besides Mrs. Uber, 
Mesdames H. L. Stilwell, H. B.. Wall, H. C. Asquith, L. 
Hicks and W. H. Beahm assisted. 

About thirty-eight members of the auxiliary left on 
November 13 for a 130 mile automobile trip to Cresco in 
the Pocono Mountains of Pennsylvania. When starting 
the plan was to remain over night in Cresco, do some 
hiking and return to Philadelphia the following day. 

Portland, Oregon, Auxiliary Entertained at Luncheon 

Mrs, E. T. Murphy entertained the Women’s Auxiliary 
of Portland, Oregon, recently at her home on Tillamook 
street. The affair was in the nature of a luncheon and 
business meeting. The ladies have voted this year to hold 
their business meetings on the same day as their regular 
luncheons, and through this change they will eliminate 
the evening session which formerly was held on the same 
night as the Master Plumbers’ meeting. The ladies were 
all much pleased with the new arrangement, as they found 
time for the transaction of business, as well as the en- 
joyment of the luncheon and social hour later in the after- 
noon. 


At this meeting, at Mrs. Murphy’s, plans were com- | 


pleted for an entertainment and party which they were 


sponsoring for the members of the Master Plumbers’ As- | 


sociation. This party was held at the German Aid So- 
ciety Hall at 16414 Morrison street on November 6. A 
splendid program was offered by the Shaw Amusement 
Company of cabaret actors and actresses, who had been 
engaged by the Auxiliary for the occasion. 

Bounteous refreshments were served and a jolly time 
marked the entire evening. Cards were also a part of 
the entertainment. Mrs. Steve Pollitt was chairman of 
the committee for the party, and she was assisted by 
Mesdames Rowe, Spreadborough, Kendall, Coffey and 
Beard, 


fn mereremceccrneel 


AMERICAN PIPE Toot Co. | 





DOMESTIC ENGINEERING 














“AMERICAN” 


Waste Pipe Cleaners or Snakes 


go around the sharpest bends and go clear through. Their 
construction gives them just the right balance between 
flexibility and rigidity that does the work. Note the con- 
venient carrier furnished with each cleaner. 


“American” Pipe Tools are Quality Pipe Tools at correct 
prices. Write for catalog. 














PAT. PEND. 


AMERICAN 





AMERICAN PIPE TOOL COMPANY 


Harrison St. and Kolmar Ave., Chicago, Illinois 
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‘‘Oatey 
4 in 1’’ 
Flashings 


and satisfactory service 
They are designed to fit extra heavy 
fitting or trimming of collar 
They will fit any standard ; ) 
or proper caulking without danger of bucklt 
They can be installed iny a 
[hey can be installed on flat roof h tl 1 
pitched roof 
They mak it illation tha always dry 


5500 Walworth Ave. 


L.R. OATEY CO. 


Cleveland, O. 
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That’s what you give your customer in the 

Ohio No. 25 Water Heater. The special Ohio 
3urner insures perfect combustion — that 

saves gas and gives more hot water. | 
The Ohio No. 25 gives permanent satisfaction 
—and profit possibilities are unequalled. | 


From your jobber. 


The OHIO Heater Company, Columbus, Ohio 


Onto No. 25 HEATER 



































And the Paul Dealer Bonus Plan 
makes your Profits Worth While! 


Dependable! Efficient! Right in Price! Backed by adequate 
advertising! And a Bonus Plan (on Water Systems) for dealers 
that makes Profits generous and satisfying! There’s a Paul 
Private Water System of every type and capacity! There’s a 
Paul Soft Water Generator to suit every need or purse! 


FORT WAYNE ENGINEERING AND MANUFACTURING CO. 


FORT WAYNE, INDIANA 


Fort Wayne Engineering & Miz. Co., 
1706 N. Harrison St., 
Fort Wayne, Indiana 


. 
il Send me literature and prices on Paul 
We Water Systems, and the Paul Bonus Plan: 
Al is on Paul Soft Water Generators 
gupo?! Name 
. 


Address 
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| Salem, Oregon, Auxiliary, Makes Plans for Winter Season 

The Women’s Auxiliary of Salem, Oregon, recently held 
its first meeting for the autumn season. A good number 
| of members were present and all were enthusiastic about 
plans for the winter. Meetings will be held twice a 
month, on the same evenings as the meetings of the Salem 
Master Plumbers’ Association. The first meeting of the 
month will be a business meeting and the second a social 
to which the master plumbers will be invited. Mrs. J. A. 
Bernardi is president of the auxiliary. 

The state organizer, Mrs. Barr, who is a member of this 
auxiliary, recently made an official call at Marshfield in 
the interest of organizing an auxiliary in that section of 
the state. 








Springfield, Ohio, Auxiliary Gives Card Party 

The Ladies’ Auxiliary of Springfield, Ohio, gave a card 
party on the afternoon of November 10. About one hun- 
dred guests attended and spent the afternoon playing 
bridge and five hundred. The party was held at the home 
of Mrs. George Ridenour, 718 Clifton avenue, and others 
on the committee were: Mesdames Chas. Herier, William 
Folbrath, Leo Fischer and Homer Crockett. The house 
was decorated with roses and chrysanthemums and de- 
| licious refreshments were served. 








UTAH SANITARY AND HEATING ENGINEERS MEET 
AT SALT LAKE CITY 
The greatest need of the plumbing and heating business 
in Utah is a code that will require a person entering that 
| business, as the owner or manager of a commercial plumb- 
ing company, to know enough about the business to be 
able to install first class work and not plumbing that is 
insanitary and inefficient, according to the opinion ex-, 
| pressed by delegates to a meeting of the Utah State 
Association of Sanitary and Heating Engineers held re- 
cently at Salt Lake City. All masters in the state were 
invited, whether members or not. William A. Bywater, 
} president of the State Association and National director, 


presided. 

Plans for an active campaign to educate the public to 
| conditions as they now exist, were outlined at the meeting. 
President Bywater outlined the purpose and value of the 
code, as prepared by the United States government under 
the direction of Herbert Hoover, both as to the public and 
the plumbing and heating fraternity. 

“Such a code, which would require an examination for 
pumbers and would furnish a state inspector, would 
eliminate hundreds of poor jobs of plumbing that are 
injurious to the health of the inhabitants of the home or 
building and which frequently have to be torn out. From 
the viewpoint of the trade it would keep out the unfit, 
'thus placing the plumbing craft on a higher plane and 

bettering relations with the public,” he said. He further 
pointed out that it was just as essential to the public to 
‘require an examination for plumbers as it is for doctors 

H. B. Cromar, Salt Lake City, chairman of the board of 
governors of the state organization, spoke of the increasing 
amount of poor work being done, and emphasized the idea 
that cheap work, poorly installed, is the most expensive 
variety of plumbing. 

The general program adopted calls for the local or- 
ganizations to take charge of the matter in their vicinity 
and for the individual masters to forward the work where 
no local exists. There are two local organizations in 
Utah, namely, the Salt Lake City and Utah Count) 
Associations of Sanitary and Heating Engineers. There 
are representatives of the State Association in practical!y 
all of the larger towns of the state. 

That the aid of organizations interested in civic welfars 

| should be secured, was the unanimous opinion of the de! 
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gates. As masters belong to the various clubs, such as the 
chamber of commerce, Lions, Kiwanis, Rotary, and others, 
it is expected that they will take an active part in putting 
the matter before the organizations. 

The membership campaign of the State Association was 
reported to be progressing nicely. Frequent letters are 
being sent to non-members both by the Utah organization 
and the National Trade Extension Bureau. 

The exact date for the quarterly convention of the 
association will soon be selected by the board of governors. 
It will probably be held in December at Salt Lake City. 
Further work on the code, results of the membership 
campaign, and a report by President Bywater on the 
National officers’ meeting at St. Louis are among the 
topics expected to come up at the next meeting. 





AMARILLO MASTER PLUMBERS GUESTS AT 
BANQUET 


The master plumbers of Amarillo, Texas, were enter- 
tained at a banquet recently as guests of Clowe & Cowan 


of that city at the Hotel Amarillo. About forty guests, | 
including all the master plumbers of the city and repre- | 


sentatives of the different wholesale houses, were present. 

W. W. Flenniken was the principal speaker of the eve- 
ning, and he urged the master plumbers to identify them- 
selves with the various civic clubs of the city. 

The banquet was the beginning of a campaign to pro- 
mote good fellowship, and it is the first of a series of 
monthly affairs to be held from now on. The Dempster 
Company will act as hosts at the next meeting. 





DETROIT ASSOCIATION OF SANITARY AND HEATING 
CONTRACTORS HOLDS SUCCESSFUL HALLOW- 
E’EN DINNER DANCE 
The Detroit Association of Sanitary and Heating Con- 
tractors’ Hallowe’en dinner dance, held at Findlater Tem- 
ple, Waterman and Lafayette avenue W., Tuesday, Octo- 
ber 26, was a distinct success. More than 300 persons 
were in attendance. The great majority attending were 
master plumbers and their wives. An excellent dinner was 
served to the guests in the spacious dining room of the 

Temple building. 
A feature of the dinner was an address by Judge J. V. 
Brennen, of Recorders Court, who spoke on “‘The Value 


of Organization.” The judge emphasized the fact that the | 


trend of modern times is toward co-operation and that co- 
operation is but another word for organization. He paid 
tribute to the wonderful service rendered humanity by 
the plumber, emphasizing the vast importance of adequate 
Sanitation in this city-dwelling age. President Wm. G. 
Miller acted as toastmaster in an admirable way. 

Thomas F. Carson, executive secretary of the associa- 
tion, in his address, emphasized the importance of the 
association and its work in building the industry stronger 
for service and mutual helpfulness. Jeff. Creigan, secre- 
tary of the Association of Plumbing and Heating Sales- 
men, Detroit chapter, emphasized the spirit of friendliness 
Prevailing at the tables. 

After dinner the guests spent the evening in dancing. 


— — 








The old dances were interspersed with the new to the de- | 


light of all in attendance. The music was splendid, being 
furnished by the Findlater Orchestra. 
Every one was enthusiastic about the affair, which was 


under the direct supervision of the entertainment commit- | 


tee, composed of John S. Nawrot, chairman, Wm. Hughes, 


Maurice Garelik, Victor Geersens, R. N. Sunquest, Chas. 
Kalin and Wm. Schonhofen. 
This affair officially opened the fall and winter social 


Season of the association. 
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Ready for 
Delivery! 


No waiting for ‘““EAFCO”’ products! 
Our large and complete stock ensures 
a minimum waiting time on shipment. 
Every effort is made to fill your order 
promptly and efficiently. 


WATER BOXES 


No. A-44 Spring Lid Water 
Pox. Eroken lids can be 
readily replaced without dis- 
turbing the box or cement. 





A-44 


No. B-44 is the ““EAFCO”’ 
New Style Philadelphia 
Regulation Water Box. 
Both this box arid No. 
A-44 are made of the fin- 
est materials. B-44 


“HAWKS” 
BOILER STANDS 


-fit any size or make of 
tank. Simple adjustment 
makes, this possible. The 
“HAWKS” stands are fur- 
nished with Malleable Tee 
Pieces—no danger of break- 
age—and are adjustable to 
any height by the use of a 
longer or shorter 114 inch 
wrought Pipe Nipple. 
Backed by the “EAFCO” 
guarantee. 
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The Eastern Foundry Company 
Main Office and Factory: 


Pennsylvania 
New York Office: 
50 Church Street 


San Francisco Office: 
623 Larkin Street 


Boyertown 
Philadelphia Office: 
940 Drexel Building 


Boston Office: 
428 Old South Bldg. 














| 
| 
| 
| 
| 
| 
| 
| 
| 
| 





90 DOMESTIC 


HOUSTON ASSOCIATION INCORPORATED 
The Master 
through their secretary-manager, E. E. 


Tex., 
Pfister, have filed 
After the incorporation is ef- 


Associated Plumbers of Houston, 


articles of 


fected 


incorporation. 
very member of the association will become fully 
Claims against a 
will 


protected against liability of all sorts. 


member of the association or corporation 


to be made against the organization, which will be held 
liable instead of the individuals. 
MILWAUKEE MASTERS TO USE COLLECTIVE 
ADVERTISING 


ENGINEERING 


then have 


November 27, 1926 


of George Soergel, 
David Stearn. 


Edward F. Trebs, George Block. and 


SOUTHEAST TEXAS LEAGUE MEETS IN HOUSTON 

The Southeast League of Associated 
Plumbers held its regular monthly meeting in Houston, 
Sunday, November 7, in the association headquarters, 804 
Stewart building. The league is made up of 
plumbers from Beaumont, Galveston, Houston, 
and Port Arthur. 

Various matters of mutual interest were discussed, the 
most important being that of the advisability of establish- 


Texas Master 


master 
Orange 


ing such leagues in other portions of the state. One other 
similar organization, the Lower Rio Grande Valley League, 
taking in cities in the district of Brownsville, is already 
functioning successfully. 


The Master Plumbers’ Association of Milwaukee, Wis., 
has decided to institute an advertising campaign in Mil- 
waukee within a short time to educate the public to pur- 
chase high quality plumbing fixtures and insist on good 
to promote the re-installation of plumbing sys- It was the consensus of opinion that the size of the state 
the would justify the forming of similar leagues to further 
association work in the far corners of Texas, which could 
be reached otherwise only by numerous field men. 

paign, all members of the association being assessed a cer- The next meeting of the Southeast Texas League will 
Aid will be sought from the National Trad« be held in Beaumont, Sunday, December 5, and the plan 


Bureau will be discussed further at that time. 


plumbing, 
tems in old 
public 
and family 


buildings and homes, and to acquaint 


and health 
advertising cam- 


with methods of promoting sanitation 


comfort It is a collective 
tain amount 
Extension A representative of the bureau is to 
advertising ? ‘ = — 
HOUSTON MASTER PLUMBERS ATTEND MEETING OF 
SANITARIANS 

By special invitation from Dr. A. H. Flickwir, health 
officer of the city of Houston, Tex., and a director of the 
It is not however, Texas State Association of Sanitarians, a delegation from 
The in the Associated Master Plumbers of Houston was present 
with his at the meeting of the sanitarians of Houston 
wishes on the deferred payment plan. and held at the Rice Hotel in that city, 
Monday, November 1. The members of the association in 
attendance were: Joseph E. Fisher, vice-president of the 


committee of the association 
shortly to go over the matter with it and make preliminary 


plans. 


meet with the 


In connection with advertising the remodeling of 


plumbing systems, the association is encouraging its mem- 


bers to use the deferred payment plan 


encouraging this for work on new buildings. 


dividual member is allowed to make any terms luncheon 


customer that he Harris County 


OF FE 


for the association, and the rest of the committee consists 


Bauer is chairman of the advertising committee 












Let a “Chicago Flush-Kleen” 
Do That Disagreeable Task 


The distasteful task of cleaning a strainer basket on a Sew- 
age Ejector is no longer necessary. 














Illustration shows the Chicago ‘‘Flush-Kleen’’ Dry Basin 
Sewage Ejector unit. The ‘‘Flush-Kleen”’ entirely eliminates 
the old-fashioned strainer basket. 


Let our Bulletin No. 126 tell you more about this splen- 
did new unit based upon the “Flow-Reversal’’ method. 


‘‘Flush-Kleen”’ Dry Basin Sewage Ejectors are now giving satisfaction 
in the Saenger Theatre, New Orleans: The Rome School, Rome, New 
York; and the Merchants and Manufacturers Building, New York City. 
Simplicity in construction of the ‘‘Flush-Kleen”’ strainer has been 
proven in the above installations where not a moments trouble has 
been experienced. 


Ask for Bulletin 126 — Gladly furnished upon request. 


Patented and Pateats Pending 


GO PUMP COMPANY 


SEWAGE-CONDENSATION-CIRCULATING 
BILGE - FIRE - en nen 


CHICAGO, ILLINOIS 


— 
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Texas state association, Clayton Lee, D. D. Robb and E. E. 
Pfister, secretary-manager of the local association. 

Dr. W. F. Walker, field director of the American Public 
Health Association, was the guest of honor, and he made 
special comment on how pleased he was to see members 
of the plumbing and heating trades at the meeting, as he 
realized that master plumbers were the real originators of 
sanitation. Dr. Walker said that he had been a member 
of the board of plumbing examiners in Detroit, Mich., at 


one time, and jestingly remarked that he knew how to | 


wipe a joint. 

Among other guests at the luncheon, which was held 
under the auspices of the City Board of Health, were su- 
pervising nurses and the medical directors of all the hos- 
pitals in the vicinity, most of the city officials, city and 
county health officials and state health officials. Every- 
one present showed gratification that the master plumbers 


were in attendance at the first of such meetings to which | 


they had been invited, and insisted that they be included 
in all future sanitation meetings held in that vicinity. Dr. 


Flickwir especially invited the members of the association | 


to call on him for help in sanitation whenever they wished. 


This &° That, HereE?T here 


Construction on a $900,000 
to be used by the Orpheum Circuit will be undertaken at 
once at a site on J street, between Eleventh and Twelfth, 
in Sacramento, Calif., for Joseph H. Stephens, president 
of the Merchants National Bank. Special attention will 
be given to the heating and ventilating arrangements. 


six-story theater building 


The plumbing and heating contract on the new million- 


dollar hotel at San Mateo, Calif., has been awarded to the | 


A. Sugarman Plumbing & Heating Co. of San Francisco. 
Among the many attractions of the hostelry will be a spa- 
cious swimming pool. 

Walter P. Crabtree, 272 New 
Conn., will prepare plans for the proposed Masonic temple 


Main street, Britain, 


to be erected for the local Masonic unit on Russell street, | 


at a cost of $150,000. 

S. P. Osborn of Fort Worth, Texas, has been awarded 
the contracts for plumbing, heating and ventilating on a 
nine-story hotel building in Abilene, Texas. 

R. H. Gill of McAllen, Texas, has been awarded the con- 
tract for a central heating plant to heat the various build- 
ings of the 

F. L. 
contract for the 


Sdinburg, Texas, high school. 


installation of plumbing and heating 


Gay of San Benito, Texas, has been awarded the | 


equipment in a new bank and office building at Mercedes, | 
| 


Texas. 


Barber Plumbing Co., of Houston, Texas, has been 
awarded the plumbing and heating contracts on the Er- 
hest Nalle Professional Building at Austin, Texas, with a 


bid of $67,000. 


The Fels Co., 48 Union street, Portland, Me., and Scrib- | 


her & Iverson, 64 Union street, that city, have received 
heating and plumbing contracts, respectively, on the addi- 
tion to the Congress Square Hotel at 579 Congress street, 
Portland. 


Contract has been awarded to A. W. Merchant, 


728 Hospital Trust Building, 


Inc., | 
Providence, R. I., for the | 


Proposed Masonic Temple to be erected on Francis street, | 


Providence, at a cost of $2,500,000. Osgood & Osgood, 
Grand Rapids, Mich., and Jackson, Robertson & Adams, 
1216 Turks Head Building, Providence, are the architects. 

Hickey Bros., of Olean, N. Y., have the contract for the 
heating and plumbing in the modern new high 
Which is being built by the village of Dansville, N. Y. 


school 
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STOP 


Wasting time looking for and changing 
dies and guides 


Use THE SAXON 


‘‘Fourdie Stock’’ 
PRICE COMPLETE, $10.00 


Which is always ready to thread 3¢-in, 
15-in., 34-in., and I-in. pipe 
without changes. 





139-43 North Seventh Street, Philadelphia 
Brooklyn, N. Y. Jersey City, N. J. Bridgeport, Conn. New York City, N. Y. 
The Bronx, N.Y. Wilkes-Barre, Pa. Long Island City,N.Y. Newark,N.J. Camden, N. J. 





Curtin 
All-White 


Lever 





Made of composition castings—no stamped parts. Very 
strong and always in perfect alignment. Will not work 
loose or shift position. No plates or washers necessary 
Double acting. With its neat all-china handle, the 
Curtin All-White Lever adds much to the appearance 
of any tank, where an all-white bathroom is desired. 


Ask your jobber for the Curtin Tank Fittings 


A. F. CURTIN VALVE CO., Medford, Mass. 

















This Plate is a big favorite 
It goes on easily, looks well and it lasts indefinitely. 
Besides that, the price is low. 
Why shouldn't it be a best seller? 








The Beaton € Corbin Mfg. Co. 


SOUTHINGTON, CONN 


TOOL ILI OILY 


A Valve for Every Purpose 


McNab and Harlin Brass or Bronze valves 
are made in every size and type to be used 
for every purpose. This old reliable line 
has, for 72 years, delivered that kind of 
service which is demanded by the most 


exacting users 


Write for complete catalog—NOW 


Mt. Morris Valve 
Corporation 
Mt. Morris, N. Y. 
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Don't BeContent 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead—Copper —Galvanized 
Iron 


Every Flashing Adjustable 
Every Flashing Perfect 


Manufactured only by 


SIMPLEX MFG. COMPANY, 213 W. Austin Ave., Chicago 

















UMBING 
PECIALTIES 






All Washington products 
are made extra heavy to 
withstand wear. You can 
install them on any job 
without worrying about 
servicing. 






j 
Fig. 28. Floor 
and Cellar Drain 
with Automatic 


Backwater Valve 
and Cleanout 


Order through your jobber. Write for Catalog B. 


The Washington Metal Products Co. 


Washington C. H. Ohio 


INSURANCE 














AGAINST FLOODED BASEMENTS 
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Where the Signet Drain is installed there can 
be no back water. 

A perfectly reliable trap that automatically 
keeps out sewage, gas and germs. 


\ 









Details Kansas City, Mo. 
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* 

* 

Fs 

* 

* 
* * 
* Always works. & 
i Nothing to get out # 
oe of order. Brass & 
) working parts sub- # 
* merged oe 
* ’ & 
* The Signet is clean, 
* sanitary, simple, dur- # 
* able and efficient. + 
& Pat. Dec. 3, 1914 o 
Hy ‘ Crampton-Farley * 
= Write for Brass Co. . 
— * 
> * 
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Ideal for 
Jobbing Work 


LESTER C. KINZEY} 
Hollis, N. Y. Plamber says: 


In the month of March, 1926, I purchased 
One of your Electro Melters, and even tho 
I use it most every day as I do nothing but 
jobbing, I have not one complaint to make 
I have a long extension wire and use it for 
all kinds of jobs. 

When I first intended to buy one of your 
Electro Melters I thought the cost was 
too much, but since using it I bave found 
that it is worth many times what I paid for 
it, and feel that I could not get along with- 
out one. Because I have had such complete 
satisfaction with your melter, I write these 
few lines to let you know how pleased I am 


with it. 
(signed) LESTER C. KINZEY 











Write for details—NOW! 





~~ 


ELECTRO ENGINEERING COMPANY, Inc. 


117-12 Atlantic Ave. Richmond Hill, N. Y, 
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Erection of a $1,500,000 wing to the Canadian ?acific 
| hotel at Banff, Alberta, replacing the structure destroyed 
| by fire several months ago, is announced by the conipany. 
| The new building will be eight stories and contain 210 


rooms. 

Plans are being prepared by Architect "E. Kieth Lockard, 
Santa Barbara, Calif., for a $100,000 beach club project 
to be located at the Cerca Del Mar tract in Carpinteria. 


E. B. Coyle of Los Angeles says the project will be com- 
pleted by May 1, 1927. 
During the fiscal year ending June, 1927, the U. §, 


| Navy Department plans to spend $4,503,500 for work in 


| air base; 


San Diego. Recommendations for plumbing and heating 
expenditures are as follows: $100,000 for a central heat- 
ing plant; $8,500 for salt water fire mains for the naval 
$310,000 for gymnasium and swimming pool; 
$120,000 for a heating plant for the naval training sta- 
tion, and toilets for the destroyer base to cost $18,000. 
The gymnasium and swimming pool is to be housed ina 
concrete and tile building 214 by 122 ft. 


The E. Hoye Heating Co., Milwaukee, Wis., has been 
awarded the heating contract, and J. B. Fleischmann, Mil- 


waukee, has been awarded the plumbing contract for the 


fourth floor of the Milwaukee Children’s Hospital, which 
is being remodeled. 
The Pflugradt Heating Co., Milwaukee, Wis., has been 


awarded the steam heating contract for a building on Na- 


| nue, 


tional avenue, between Twenty-sixth and Twenty-seventh 
avenues, Milwaukee, and another for the building at 607 
Cedar street. 

William C. Callies, Milwaukee, Wis., has been awarded 
the contract for the installation of a vapor heating system 
for the building under construction for the Praefke Auto 
Electric Co., at Twenty-ninth street and Fond du Lac ave- 
Milwaukee. 

The W. Wis., was 


A. Bowers Heating Co., Milwaukee, 


| low bidder on heating with a bid of $13,238, and Faust & 


were low with a bid of $5,340 on 
which 


Co., West Allis, Wis., 
plumbing for the first unit of the Vocational school, 


| is to be erected in West Allis, near Milwaukee. 


The McAllister & Duncan Plumbing Co., Salt Lake City, 
Utah, awarded a plumbing and heating contract 
on The work amounts to approxi- 


has been 


a school building. 


mately $5,000. 


Neis & Brechtl, Milwaukee, Wis., have been awarded 


' the plumbing contract on the country club which is to be 


erected by the Westmoor Country Club near Milwaukee. 
C. J. Fox & Son, Milwaukee, Wis., were low bidders on 
the plumbing and sewerage systems for the South View 
hospital which is under construction in Milwaukee. 
L. R. Stollberg & Co., Milwaukee, Wis., have 
awarded the plumbing contract on the new storage ware- 


been 


house which is to be erected on South Water street, Mil- 
waukee. 

Henry Mason, Milwaukee, Wis., has the plumbing con- 
tract, and N. W. Sohns, Milwaukee, has the heating con- 
tract on the new apartment building which is to be built 


at 368 Beverly Road, Shorewood, a suburb of Milwaukee. 


F. Wahrmund, Builders Exchange Building, San At 
tonio, Tex., has been awarded the large plumbing contract 
in connection with the erection of the new residence for 
T. W. Lovett of 917 West Woodland avenue, San Antonio. 

The Daniels Plumbing & Heating Co. of Biloxi, Miss., 
has been awarded the plumbing and heating contract in 
the alteration of the Bay View Hotel at Biloxi. 

| L. Lennie, 234 Sampson street, Houston, Tex., has been 
| awarded the plumbing contract on the new building for 


R. R. Kropp at 3618 Main street, Houston. 


val 
01 > 
sta- 


na 


en 
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Lamotte & Sons of Worcester, Mass., have the heating | 
contract, and A. A. Phenix, also of Worcester, the plumb- | 


ing contract, for the convent of Notre Dame on Orange 
street. Worcester. 

Contracts on the new Singer Building, to be erected at 
55 Temple place, Boston, Mass., for the Singer Sewing 
Machine Co., of New York City, have been let. Pr, & 
Dolan Co., 237 Broadway, Boston, has the heating con- 


tract, while the plumbing will be done by the William N. 


McKenna Co., 79 Chestnut street, Boston. 


Frank E. Woodward & Co., 19 Friend street, Boston, | 


Mass., have the heating contract, and R. J. Little Co., 159 


Huntington avenue, Boston, the plumbing contract on the | 
mansion house to be erected by Stanley McCormick at 407 | 


Commonwealth avenue, Boston. 


Frederick T. Bailey Co. will do both the heating and 


plumbing on the Nurses’ Home of the Children’s Sunlight | 


Hospital at Egypt, Mass. 

Contracts for the installation of heating and plumbing 
in the office and manufacturing building at 45 Merrimack 
street, Haverhill, Mass., for the W. L. Douglas Shoe Co., 


of Brockton, Mass., have been awarded the Haverhill | 


House Heating Co. of Haverhill, Mass. 








“The Plumbing Shop on Wheels,” operated by The DeWitt 
Ce. of Los Angeles, Calif.—It carries about 700 Ib. of plumb- 
ing repair parts 


The Bronx Continuation School, 157th street and Third 
avenue, New York City, has added a plumbing course to 
its curriculum. George Foley of 4318 Oneida avenue, is 
in charge, and boys interested should be referred to him 
by New York masters who wish to see that they secure 
apprenticeship training. 

J. S. Cassedy Co., Massachusetts avenue, Cambridge, 
Mass., has been awarded heating and plumbing contracts 
for a new junior high school at Natick, Mass. 

The Jennison Co., Fitchburg, Mass., has the heating 
contract for St. Bernard’s parochial school in that city. 

Capital Plumbing & Heating Co., Inc., 228 Harrison 


avenue, Boston, Mass., has secured the plumbing contract 
for the new Alexander Hamilton school, Brighton district, 
that city. 


Harry McGourty of West Newton, Mass., has been 
awarded the plumbing contract for the new residence for 
William H. Wise in that town. 

J. L. Powers, Bennettsville, S. C., has been awarded the 
plumbing and heating contract in the erection of the new 
$60,000 school building at Balfour, N. C. 

The Barber Plumbing Co., 906 San Jacinto street, Hous- 
ton, Tex., has been awarded the plumbing contract in the 
erection of the new $45,190 addition to the Alexander 













BARNES 


The genuine Barnes products 
are universally demanded by 
plumbers who are experienced. 





wm GENUINE 


Barnes Pipe Cutters go 
through; they cut cleaner, 
quicker and easier and con- 
tinue to do so longer than any 
ordinary cutter. 


The first 3-wheel cutter was 
made by Barnes 43 years ago. 


THE BARNES TOOL CO. 


New Haven, Conn, 
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Just a few items from the | 
RAVENA Line of Iron 

aT) Pipe Fittings which it will 
pay you to stock. Write for 
complete catalog—NOW ! 
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RAVENA IRON CO, RAVENANY 
UUM 
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Hamilton school building in that city, and Lee Rogerson, 
903 Truxillo street, Houston, Tex., has been awarded the 
heating contract. ‘ 


Schofield-Cowl Co., 25 Tenth street, Wheeling, W. Va., 
has been awarded the $12,195 plumbing contract in the 
erection of the new school athletic stadium in that city. 


J. C. Korioth, Sherman, Tex., has been awarded the 
plumbing contract in the erection of the new $53,000 


store and apartment building for Lamar Fain at Wichita 
Falls, Tex. 

Hastorf Lord, Inc., Portland, 
purchased a site at East Eighth and East 


Rushlight Ore., 
Morrison streets 
for $9,000 and will build a modern plumbing and heating 


establishment on the property. 


& have 


the 
The 


Antonio, 


of San Antonio has been awarded 


on the T. W. 


to R 


F. Wahrmund 


heating Lovett residence in that city. 


plumbing went W. Barnes Co., also of San 


Tex. 
The Jarbara, Cal., 
has purchased a 100x100 foot lot at Figureoa and Ana- 


Southern Counties Gas Co., Santa 
capa streets, and is planning to erect a new office building. 
G. C. Sutton, 931 North La Brea avenue, Los Angeles, 
was awarded the plumbing contract for the new $300,000 
board of education warehouse at 1445 S. San Pedro street, 
on a bid of $8,488. 
Plans are being made for a 6-story, 42x180 ft. addition 


the Merey to 


S200 000 


to hospital at Burlington, lowa, cost 


of Portland, will authorize the clear- 


{80-acre site for the Bear Creek reservoir pro- 
ject, which when completed will provide a water storage 


The city Oregon, 


ing of a 


ot &§,000,000,000 gallons capacity, thus assuring water for 
It 


806,000 population is expected that this will entirely 
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eliminate the water shortage which has occurred in Port- 
land for years during the dry spell each summer when 
it has been necessary to cut off sprinkling for days at 
a time, and to limit the swimming pools and display 


fountains. 

Wright & Kimbrough, 817 J street, Sacramento, Calif., 
are agents for a syndicate which will construct $1,000,000 
Medical Arts building in that city. 

A combined central heating plant and laundry building 
is being planned for the Lutheran hospital at Fort Dodge, 
la. 

Plumbers are leading the Cincinnati, Ohio, 
Y. M. C. A. Bowling League with a record of 23 victories 
and 4 defeats. Bowlers on that team break into the city 
honor roll regularly by rolling high games for an evening 


Hamers’ 


or a week, 

Plans are being made by Lang & Witchell, architects 
of Dallas, Tex., for O. H. Cross of Waco, for a 12-story 
hotel building in Waco. The building will have -200 rooms 
with baths, steam heat, circulating ice water and three 
Construction will be of brick, tile, 
with trim and cost will be 


passenger elevators. 
reinforced 
$1,000,000. 

The Winter Garden Supper Club of Galveston, 
Louis H. Morris, owner, plans the construction of a night 
club building of stucco design, Spanish style to cost $75,- 
000. Brickley, Wiggins & Brickley of Houston are the 
architects. 

The Board of Education of Houston, Tex., is having 
plans prepared for the construction of a three-story, brick, 
stone and concrete administration building to cost $125,- 


concrete stone 


Tex., 


000. H. A. Paine is supervising architect. 
Wenzel & Henoch Co., Milwaukee, Wis., has _ been 
awarded the heating contract for the garage which is 





TRADE Bi B MARK 
6 e 


For threading Light Brass Tubing 
(Scratch Thread) 


Sizes 

114 Inch 28 thread 
1° Inch 28 thread 
114 Inch 28 thread 
2 Inch 28 thread 


Sizes 
5<¢ Inch 28 thread 
3¢ Inch 28 thread 
1% Inch 28 thread 
1! Inch 28 thread 
1'¢ Inch 28 thread 





We are the Originators of 28 Thread Dies 
for Threading Brass Tubing 


DIES—TAPS—NIPPLE HOLDERS 


Made in the following sizes: 


For sale by all Jobbers of Plumbers’ Supplies. If you cannot get our Dies from your Jobber, 
write us and we will see that your wants are supplied. DISCOUNT furnished on Application. 


BOSTON BRASS CO. Established 87 Waltham, Mass. 


Manufacturers of THE FAMOUS B. B. BALL COCK 


28 
THREAD! 


€> 
Ss DIE STOCK 


For threading Heavy Brass Tubing 
(Plumbers’ Thread) 


Sizes 

114 Inch 18 thread 
114 Inch 18 thread 
2 Inch 16 thread 


Sizes 
5 Inch 20 thread 
34 Inch 20 thread 
1% Inch 18 thread 
| Inch 18 thread 
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rt- 
en under construction for the Grand Avenue Buick Co., at ) 
at Milwaukee. as [i 
ay Earl E. Walters of Abingdon, Ill., has built an addition ry 
to his plumbing shop at the intersection of Martin street the: 7 /) 0, 
if., and St. Augustine road. | fade 
00 The city of Providence, R. I., has awarded the con- | oil 
x ee : © 1 ee P Tal \ /T Wall hung radiation is a feature which will 
tract to Famigietti & Sons, Inc., 166 Broadway, Provi- 4 X/, | appeal particularly to the housewife in select- 
E - | 4 Fe ‘ He | ing an apartment. Cleaning and sweeping 
ng dence, for the construction of a comfort station on ae | is made very easy 
: P P " . | Radiators should be suspended with the 
re, America street. A fire house now on the site will be re- i ’ | Little Giant hanger—a one bolt adjustable 
‘ f= hanger made in sizes to fit any radiator 
modeled for the purpose, at a cost of $10,000. ti we) vA ne | atalogue has just been prepared— 
io, Students of the Waynesfield, Ohio, Centralized School Sold by all leading jobbers 
ies won a recent appeal for a modern heating plant, when the Distributed by UNITED STATES RADIATOR CORPORATION 
ity citizens of the town voted to issue bonds to cover the cost * e 
ng of the installation. ittle Giant Mf: 0. 
Kalormes Brothers will build an apartment and store 1927-3] Nicollet Ave. Minneapolis, F stem 
cts building at the corner of Montgomery Pike and Kennedy 
ry avenue in Cincinnati. 
ms The plumbing system in the new Kaesemeyer Dairy 
ee plant in Cincinnati, Ohio, has been installed by William 
le, Helmer, while the heating system and power plant has 
be been set up by Edward Hilbert, both local contractors. 
) ’ 
2 RAYMOND’S 
ht 
be Lead Roof Flanges 
he are not CAST —but made 
from DRAWN LEAD 
ng No Calking Necessary 
*k When ordering state SIZE 
a and PITCH desired 
" PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 
en 
a RAYMOND LEAD WORKS 
= 735 So. Washtenaw Ave. CHICAGO, ILL. 














Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 





The booth of the Enterprise Plumbing & Heating Co. of 
Little Rock, Ark., at the recent State Fair in that City 





Lawrence Vail of Belmont, Mass., has the heating and 
plumbing contracts for the residence of Charles Almy, 


Jr., on Coolidge Hill, Cambridge, Mass. 


W. N. McKenna, 79 Chestnut street, Boston, Mass., has i a ‘ 

: ress t 

the plumbing contract, and the Cleghorn Co., Batterymarch water eysteme Gasol he eS a ‘Ol Beraing eavin 
street, Boston, the heating contract for the Christian Sci- pen top—Welded. ATSCO Genuine Copper Brazed 
rons for high pressure—the tightest, safest, eT) tank it is 

ence auditorium in Brookline, Mass. possible to construct by any known process. A.S.M.E.code tanks 





The R. E. Greene & Son Co., of Cleveland, Ohio, has 
been awarded the plumbing, heating and ventilating con- 
tracts on the new Broadview Theatre building at the cor- 








| 
: 


ner of Broadview and Pearl roads. | 66 My bid was high but I got the 
T. A. Ridder Co., 35 Dover street, Boston, Mass., has job,”’ writes Mr. Wellen, Plumb- 
been awarded the heating contract, and Troup Brothers, ing Contractor. ‘‘I’ve been 
32 Franklin street, Quincy, Mass., the plumbing contract getting quite a few jobs like f 
on the new fire station on Haneock street, Quincy, Mass. | that since I read your little book 


Frank Walsh, 908 Atlantic avenue, Atlantic City, N. J., ‘Five Dollars and Fifty Cents’. 99 


is installing the plumbing and heating in the Masonic 


2 ’ . ’ 
-_ / ave ¥ > tor copy toda . 
building in that city. lf or rigs Taga “ea ' 


. E : . No charge. No obligation. 
Construction will soon begin on the new hotel planned 


to be built on the boulevard between Twenty-sixth and A. M. BYERS COMPANY - Pittsburgh, Pa. 
Twenty-seventh streets, Galveston, Texas, by J. St. Mary Established 1864 | 


of that city. The hotel will be twelve stories in height, of ox NU} 
reinforced concrete construction and will contain 514 BYERS w OUGHT IRON P| DE 
rooms Paul G. Sibler & Co. of San Antonio, Texas, are WROUGHT IRC 


the architects. 
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New Business ‘Ventures 


John A. Cassidy has opened a plumbing shop in River 
Grove, Ill. 

R. W. Manry, formerly of Miami, Fla., has started the 
Manry Plumbing and Electrical Co. at 133 Jackson street, 
Thomasville, Ga. 

Plumbing and Heating, is the name of a 
new shop lately opened at Brownsville, Tenn., on Wash- 
ington street. 

J. L. Gill and G. B. Stone, formerly of Nocona, Texas, 
have opened a plumbing shop in Greenville, Texas, on Oak 
street, near Lee street. 


Leo Haynes, 


The Heating Service Company, Portland, Ore., has been 
organized with Paul W. Beggs as manager. Offices have 
been opened at 214 Lewis building. The company will 
handle oil burners and ventilating equip- 
ment in several lines. 


heating and 

Louis Hartmeier, of Fort Smith, Ark., has disposed of 
his interests in the plumbing business known as Francis 
and Hartmeier, Inc., of that city, and will open a new 
place at 100 North Tenth street, to be known as Hartmeier 
Bros. 

The Chicago Steam Heating Co. is the name of a newly 
organized corporation which will engage in the business 
of contracting for the installation of steam and hot water 
heating systems, and will be located in Chicago. The incor- 
porators are J. H. Hedmark, J. C. Story and A. Smith. 

The Evenheat Oil Burner Sales Co., 1634 West Canfield 
avenue, Detroit, Mich., has been incorporated with a cap- 
ital stock of $5,000 to install oil burners. 
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Richmond Plumbing Co. is a new concern which has 


started in business at 21 Arbutus street, Dorchester, Vass 
Leo M. Richmond is the proprietor. 
Albert Staege, who has been in Kenosha, Wis., for some 


time, has returned to Wausau, Wis., and will open a 


plumbing and heating establishment at 718 Humboldt 
avenue. 

Lindahl Heating Co. is the name of a newly incorpo- 
rated business which has its headquarters at 5828 North 
Clark street, Chicago. 

C. A. Kay has engaged in the plumbing and heating 


business at 494 Brannan street, San Francisco, Calif 

Mort W. Foster has engaged in the plumbing, heating 
and hardware business in Sandpoint, Idaho, under the 
name.of the M. W. Foster Hardware Co. 

George Morris has opened a plumbing and heating busi- 
ness at First and Ellis streets, Raymond, Wash. 

The Dependable Electric-Plumbing Service is the name 
under which D. W. Barnes has engaged in business at 3913 
W. Tenth street, Los Angeles, Calif. 


J. C. Campbell has opened an office at 925 Land Title 
building, Philadelphia, from which he will conduct a heat 
ing business. Mr. Campbell was formerly located in (am- 
den, N. J. 

Milne & Kelly recently formed a partnership to conduct 
a plumbing and heating business at 37 South Bellevue 
avenue, Atlantic City, N. J. 

P. Zabel has recently opened a plumbing and heating 
business in Pleasantville, N. J. 

S. C. Stueber recently opened a plumbing and heating 
business in Somers Point, N. J. 







More than Economy in this 
STOP-and-WASTE VALVE 


This is TRIUMPH No. 7—a better Stop-and- 


Waste without a Stuffing Box. 


No. 7 has many constructional advantages, such 
as——a union bonnet, a double-seated stem that 
keeps pressure off the packing, and the stem pack- 
ing itself is twice the ordinary size. 


It’s a real quality valve but volume enables us 
to sell it at competition prices. 


There’s honest economy in using TRIUMPH No. 
7 or its companion, the No. 4 Compression Stop. 


Write us for full details. 
Order thru your jobber. 


Triumph Brass Company 


COLUMBUS, OHIO 


STOP—AND—WASTE SPECIALISTS 
New York Office, 207 E. 43rd St. 


Formerly Ohio Pump & Brass Co., Columbus, Ohio, Establishe ! 18% 
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Business C hanges 


,. E. Somerton has moved his plumbing and heating 
business from 2006 Union street to 11 Brighton street, 
San Francisco, Calif. 

The C. C. Hartwell Co., of New Orleans, La., recently 
moved its plumbing and heating business from 924 Com- 
mon street to 425 Dauphin street, in that city. 

L.-J. Pallister has purchased the plumbing business of 
G. L. Anderson of Mt. Glen, Mich. Mr. Anderson had been 
in business in that city for nine years, and was recently 
appointed postmaster. 

lan Hibbs, who recently purchased the Smith & Davis 
Plumbing Co. in Unionville, Mo., has consolidated that 
firm with the Logan & Farance Co., of Unionville. The 
newly organized company will do business at the location 
of the Logan & Farance Co. 

Cc. L. Johnson has purchased the business and stock of 
the plumbing and heating firm of Bristow & Longmire of 
Monroe City, Mo., and will conduct the business at the old 
location. 

The Sanitary Plumbing and Metal Works, of Jackson, 
Tenn., has moved its general offices to the new K. C. R. 
Building. The company also maintains a warehouse in 
the city. They have recently been awarded the contracts 
for plumbing and heating in the Ripley High School, Rip- 
ley, Tenn.; the Chapel, at University of Mississippi, Ox- 
ford, Miss., and the Travelers’ Inn Hotel, Holly Springs, 
Miss. 

The Oswego Sanitary Plumbing Co., of Oswego, N. Y., 
has moved from 171 West First street, to 169 West First 
street, two doors north of its former location, in the 
Fitzgerald Block. 

A. J. Magee recently bought the plumbing and heating 
business of C. F. Moore, Woodstown, N. J., and will oper- 
ate it under his own name. 


Enoch Johnson, 524 Drexel avenue, Atlantic City, N. J., 
has recently taken over the plumbing and heating busi- 
ness of H. W. Kirkbride, 1008 Arctic avenue. Mr. Kirk- 
bride has retired from business. 


Swimming - Pool News 


A swimming pool to cost $40,000 will be built at the 
Lodi, Calif., high school. 


Work is expected to start immediately on a $60,000 
swimming pool for Urbana, Ill. Contracts were awarded 
recently. The pool will be 250 ft. long and 150 ft. wide, 
with lockers and dressing accommodations for 1,000 per- 
sons, 

Two new swimming pools, of concrete, have been opened 
on the banks of the Arroyo Colorado, near Harlingen, 
Tex., the pools being included in the amusement attrac- 
tions of the Arroyo. 

A. J. McColl of the Manor Development will build a 
hew swimming pool in McAllen, Tex. 

R. W. Reynolds, Punta Gorda, Fla., and J. L. White, 
Sumner Bldg., St. Petersburg, Fla., will build a new out- 
door swimming pool in Jacksonville, Fla. 

The Texas South Coast Co., San Benito, Tex., of which 
R. J. Graham is secretary, will expend $450,000 for de- 
veloping a resort city, and will construct a large swim- 
ming pool. 

The Biltmore Athletic Club at Biltmore, N. C., will 
build a gymnasium 72x121 ft. and will have included in 
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Leonard Thermostatic 
Water Mixing Valves 





Type L-9 Water Mixing Valves are furnished for 
either exposed or concealed piping. 

Easy to operate, absolutely reliable. Anti-scalding 
and anti-chilling. 

Can be set to range from tepid to warm and use of 
water in another part of house will not affect tem- 
perature of water from the shower. 

Our booklet describes and gives roughing-in dimen- 
sions for all sizes Leonard Valves. May we send you 
a copy? 

Manufactured by 


LEONARD-ROOKE COMPANY 


Incorporated 
PROVIDENCE 33 RHODE ISLAND 
















































Insure 
Yourself 


—and your customer by installing 
a BOOSEY’S Seepage Shower 
trap. Every installation gives per- 
manent satisfaction. 


A lead pan, secured to the trap 
by a caulked joint, drains all seep- 
age into the trap. 


Write for our catalog 


THE GREENWOOD MFG. CO. 


5140 Hamilton Ave. Detroit, Mich. 
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These are two more 
Jones quality products 

this bell trap is fur- 
nished as shown with 


either type of strainer. 
See our catalog in D. E. 
Catalog Directory, 
pages 258 to 267. 


Jones Hollow Ware Co. 
Baltimore, Md. 





Fig. 401 
Bell Trap with 
Hinged Strainer 


Fig. 400 
Bell Trap with 
Loose Strainer 








CURTIS 


PIPE CUTTING AND 
THREADING 
MACHINES 


give Economy—Speed—Reliability 


Cut shows one of our 
No.442 Direct-connected 
Electrics which has a 
range from |—4 inches. 
This model and our 2 
and 3 inch models are 
readily PORTABLE. 


There is a CURTIS for your work. Hand- 
Belt-Electric Models to 16 in. 


THE CURTIS & CURTIS COMPANY 
318 Garden St., Bridgeport, Conn. 


Most Threads per Dollar Invested 


















CHINA 
BASINS 





TWO FIRE 
VITREOUS 


N.O.M.P. 

Combine beauty with utility. 
Write for details today! 

HORTON POTTERY COMPANY 
CHILLICOTHE, OHIO 


P.O.M.P., P.O.R.P. and C.O.M.P. 
Packed in individual crates. 


Made in 3 sizes. 











) BASINS 





“SUPERIOR” 


Domestic — Industrial 
and Swimming Pool 


Water Filters 


A standard size for every use. 


Built complete in Our Own Plant. 


Get Our Quotation on Your Jobs 


GRAVER Gfomtion 


110 Todd Ave East Chicago, Ind 
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it a large swimming pool and showers. W. H. Lord, Court- 
house Annex, Ashville, N. C., is the architect. 


A swimming pool will be erected in connection with the 


| $2,000,000 hotel to be erected at Wilson Blvd. and Mary 


| 


| ming 


Louise Drive, San Antonio, Tex. 
A huge natatorium, 


planned for Siloam 


75,000 igs 
Wesley Blintz, swim- 
completed the 


costing approximately 
Springs, Ark., 


pooi promoter, who recently con- 


| struction of a large pool in Dallas, Tex., has been in Si- 


| 


loam Springs conferring with local business men. The 
City council has voted to donate $5,000 toward the pur- 
chase of a site. Funds for the erection of the natatorium 
are to be derived from the sale of stock. 


to construct a large swimming pool to 
was taken by former United States Senator 


Frank P. Flint, the pool to be built atop one of the highest 


Permit 
$10,000 


cost 


out 


| hills in Flintridge, a suburb of Pasadena, Calif. 


The Whittier Boulevard Pools Company, Incorporated, 
Los Angeles, Calif., has had plans prepared by the Klingel- 
smith Investment Corporation, 934 Van Nuys Building, for 
the construction of a brick swimming pool to be housed in 
brick store and office building at 3534 Whittier 
The building, to cost $150,000, will cover an 


a new 


Boulevard. 


area of 150 by 173 ft. 


Busigess men of Stroudsburg, Pa., have purchased nine- 
teen lots along Brodhead’s Creek, near that city, and pro- 


| pose to build a swimming pool as well as an ice skating 
rink. 








The North Sacramento Chamber of Commerce, North 
Sacramento, Calif., is having plans prepared for a swim- 
ming pool and recreation park. 

The Hollywood Tennis Club, Foreman and 
drives, Los Angeles, Calif., will take bids about December 
1 for construction of a swimming pool. 


Riverside 


The Chicopee Manufacturing Co., Gainesville, Ga., is 
having plans prepared for an industrial village, with first 
unit of 400 houses, and playground and swimming pool. 

The city of Mexia, Tex., will construct a new swimming 
pool, 

Duke Stewart, W. C. Fridley, V. M. Bruant and H. T. 
Moss will construct a new type of hippodrome swimming 
Mo., at Sixty-third street to Meyer 
boulevard of the Paseo and two blocks from 
Troost avenue. Seven of these pools now have been built 
{n various sections of the United States, unique because 
they are built above the ground, egg shape and surrounded 
with a promenade. The pool on Sixty-third street will 
have a water area of 200x165 feet surrounded by a 24-ft. 
Three concrete tiers of seats on the sides will 


Kansas City, 
just 


pool in 


west 


promenade. 
give a seating capacity of 1,500 which will be increased to 
2,500 if required at feature water events. 


WISCONSIN HOLDS LICENSE EXAMINATIONS 
The state of Wisconsin held an examination for master 
and journeyman plumbers at the Trades School plumbing 


department in Milwaukee on November 22, at which 
time plumbers in need of licenses had an opportunity 
to get them. Those who failed to avail themselves 


of this opportunity will not be granted temporary permits 


until the next examination unless they have a valid excuse. 
Under the Wisconsin statutes, any plumbers in a city of 
more than 3,000 population, who practice their trade with- 


|; out a permit, are subject to prosecution. 


B. A. Williams Co., 271 Bank street, Norfolk, Va., lias 
been awarded the plumbing contract on the new building 
for the Bunting & Spagot Estate at 208-10 Market street, 
Norfolk. 
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Whatll you have—dark or light meat? 

Cranberry sauce? 

Thanks. 

Hait! Wait! Don’t forget 

This is my third helping. 

That's not a big piece of pie. 

M—yum! 

Inother piece? Well—all right. 

Couldn't eat another bite— 

Well, if you insist. 

Highest compliment can pay cook. ie cs 
(suess I'll have to loosen the old belt. . . . Ahhhh! 
Whoof! I sure am full! 


THANKSGIVING | 





UNDER TREATMENT 

“How's yo’ feelin’ now, Sam?” 

“Lize, I's a sick man. De doctor says I’se got berkolosis.” 

“Dat's all right, Sam. We'll take kerr of yo’ an’ get rid of 
dat berkolosis.” 

The following day Sam was more dejected than ever. 

“Tain't no use, Lize; no use. I ain't never gwine to get well 
De doctor say dis mornin’ I got two berkolosis.” 

HAYSCO SPIGOT. 








FAMOUS PARTNERSHIPS 
Tenoclock & Allswell 
One & Inseparable 
Laugh & Theworldlaughs withyou 
Weep & Youweepalone. 
An Eyeforaneye & A. Toothforatooth 
A. Shortlife & A. Merryone 
Healthy, Wealthy & Wise. 
Weeping, Wailing & Gnashingofteeth 
Earlytobed & Earlytorise 
Each & Everyone ; 
Hale & Hearty 
Alas & Alack 
Bigger & Better 
Life, Liberty & Thepursuitofhappiness 
Thedevil & Thedeepsea 
Yesterday, Today & Forever. 














EFFICIENCY 


} 

An applicant at the Ford plant asked an old employe if it | 

were true that the company was always finding methods of | 

speeding up production by using fewer men The old-timer | 

said: “Most certain. In fact, I had a dream last night which 

illustrates the point. Mr. Ford was dead and I could see the } 

Pallbearers carrying his’ body. Suddenly the procession | 
stopped. Mr. Ford had come to life. As soon as the casket 
was opened he sat upright and, on seeing six pallbearers, 

cried, ‘Put this casket on wheels and lay off five men.’”’ 
T. O. W., Cleveland. | 
BETWEEN PROFESSIONAL MEN | 


The doctor and the lawyer were arguing. 

“Well, your profession certainly doesn’t make angels of 
men,” said the doctor. 

“No,” answered the lawyer sweetly; “that’s where your | 
Profession has the edge on us.” O. H. N., Columbus, O. 

“SY” SEZ 

What we are most anxious to find out is where business | 
men hide when they are not in conference. 

A man reports that when Henry Ford's son was a baby he 
could crawl 12 or 15 miles on a bottle of milk. 








| 
j 
| 
} 
| 
| 


Is she tough? I'll say she is. She uses chicken wire for a 
hair net “SY” MARTIN, Owensboro, Ky 

The only difference between the winners and the losers of 
a football game is that the winners aren't conscious of their | 
bruises until next morning. i Fo, 
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inges of the 
Better Kind 


Hinge No. 100 — Close-Ruf 


GRAND HAVEN BRASS FOUNDRY 
Grand Haven, Michigan 


Hinges for all types of toilet seats 


























The THERMOTROL 


The past heating season has proven the 
efficiency of the Thermotrol and demon- 
strated its qualities as a room tempera- 
ture regulator. 


We now announce the new model Therm- 
otrol, improved in appearance, more 
smooth in operation, yet maintaining 
the} same principle as the original 


Thermotrol. Write for Bulletin No. 38. 
STERLING ENGINEERING CO. 


1636-44 Holton St. Milwaukee, Wisc. 
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THE THREE 


ARISTOCRATS 











of Uniondom— 


The Ace—An all brass octagon shaped 


union. 





The King—A malleable iron union 
with a brass end. 


The Queen—A malleable iron union 
with inserted brass seat. 


ACE » KING » QUEEN 
UNIONS 





KING UNION COMPANY 
—S— RHODE ISLAND 





‘Or felcte stale; mupeatin= 
“The beauty 
Chinas the Assurance of 

Central Quality 


LLY) 
O/ CPaUININE 
of < B 


CENTRAL 





| write us. 
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Bath a ‘Day —Novement 


Throughout the time that the Bath a Day Movement has been 
| in operation, there has becn a growing interest on the part of 
those whose work it is to train chil- 
dren, or to help in community health 


thé services they offer. 


matters. 


Yet it would seem that full 


advantage has not been taken of this 
interest. In association meetings much 
is heard of the fact that the industry 
is not accorded the respect due its 
services. But other industries are not waiting for such respect— 
they are setting on foot movements to sell their industries and 


secretaries in 161 cities and towns have recognized 


TT DATE aggressive master plumbers or association 


the value of the Bath a Day Movement as an educa- 
tional force to help sell the industry in their communities. 


There ought 
opportunity is 


we show below 


to be more of such cities and towns. 
present——from 


The 


the list of inquiries which 
it will be seen that there is no lack of 


places where there is already an interest in “The Story 


of the Bath,” 


booklet in the schools. 


which can be used to place copies of this 
If the name of your city is listed, 
We'll give you the name of the person making 


inquiry, and send you a free copy of ‘‘The Story of the 


Bath.’’ 


Alabama: 
Hartselle 
Rockford 
Florence 

Arkansas: 
Marshall 
Carlisle 
Hermitage 

Arizona: 

Fort Apache 

California: 

tedlands 
Martinez 
Oakland 

Colorado: 
Walsenburg 
Brighton 
Galatea 

Illinois: 
Chicago 
East St. Louis 
Grant Park 

' Grayslake 

Indiana: 

Staunton 


| Lowa: 





Brooks 
Emmetsburg 
Orient 
Kansas: 
Arkansas City 
Goodrich 
Kentucky: 
Glasgow 
Mayslick 


C. A. Hunter, 


Alexandria, 


Maryland: 
Taylor’s Island 

Massachusetts: 
Holden 

Missouri: 
Parnell 
Holliday 

Montana: 
Grandview 
Great Falls 

Nebraska: 
Emerald 
Lincoln 
Sutherland 
Albion 
Wallace 

New Hampshire: 
Peterboro 
Hanover 

New Jersey: 
Vineland 
Matawan 
Sewell 
Freehold 
Butler 

New York: 
Fort Plain 
Nyack 
tound Lake 
Ballston Spa 
Brighton 
Walworth 

New Mexico: 
Black Lakes 
EK. Las Vegas 

North Carolina: 
Elizabeth City 


La., 


has 


Ohio: 
Deersville 
Oklahoma: 
Millerton 
Pennsylvania: 
Donora 
Dillsburg 
Galeton 
Johnstown 
Red Hill 
South Carolina: 
Greenville 
Piedmont 
Fairforest 
Tennessee: 
Prospect 
Texas: 
Paris 
Farmersville 
Utah: 
Fillmore 
Virginia: 
Harrisonburg 
Roanoke 
Washington: 
Bellingham 
West Virginia: 
Follansbee 
Gary 
Shegon 
Largent 
Wisconsin: 
Oshkosh 
Wyoming: 
Lauder 


Station 


been awarded the 


plumbing and heating contracts on the new jail at Jena, 


La. 
Alonzo B. 


Haven, 


Pass Christian, 


Miss., has been 


awarded the plumbing contract on the new city hall in 


that city. 


The American Industries Engineers Co., 90 West street, 
New York. has been commissioned to prepare plans for an 
extensive and elaborate Masonic Country Club at Westerly, 


m. 5. 


The project will cost in excess of $1,000,000. 











The Deep Aproned 


CONEMAUGH 
Colonial Sink 


is furnished with legs 


adjustable to 


desired heights 
mae 


CONEMAVGH IRON WorRKS 


LATROBE,PA. 


. 8 . . . 
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Small Stocks and 
Rapid Turn-Over 





In the Bull’sOEye water heater the master 
plumber finds an ideal combination of good 
features that create a steady source of 


profit. 


ONE size—ONE type—ONE _ finish—ONE 
price! And every installation is quick, 
simple and _ trouble-proof. 


The Bull’sOEye employs a newly applied 
principle of heating water—the water is 
around the heat instead of the heat around 
the water. Laboratory tests of the Bull’s 
©Eye made by a famous engineering school 
ascribe an efficiency of 78.34%, using manu- 
factured gas, and 78.6% using natural gas. 












































This high efficiency means plenty of hot 
water at every hot water faucet. The Bull’s 
©Eye has no coils to lime-up or clog, noth- 
ing to get out of order. More hot water 
with less fuel is its chief selling point to 
the customer. 


Install the Bull’s © Eye—small stocks and 
rapid turn-over is merely one of its striking 
advantages. Ask for literature—and send 
the name of your jobber. 


THE DUNHAM CO. 


Established 1846 
BEREA, OHIO 
Suburb of Cleveland) 





The Bull's©OEye 
principle—the 
heat is INSIDE 
the water -and 
practically allthe 
heat is used. 


The old principle 
the heat is 
OUTSIDE the 
water—and most 
of it is wasted. 










of facts | 
I in a folde 


are yours for the asking 
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fel age 
on Sat it 


NE of the best ways in which to 
6) draw the attention of the public 
to the items of merchandise which you have for 
sale, is to install a good looking window display, and to 
change it very frequently. Even three times a week is 
not too often to change a window display, and while such 
frequent changes will entail considerable work, you will 
find that a fresh window will bring in customers, and cus- 
tomers make the cash register bell ring. 

Any old kind of a window display, however, will not 
bring in business. The most effective displays are those 
which are unique in design, and which contain some fea- 
ture which will catch the public eye and the public fancy. 
Something which will make people stop and look, and will 
produce more business. The ideal window trimmer is a 
man who can trim each window in such a way that people 
will be anxiously waiting for him to put in another one 
for them to see. In other words, have something in your 
window that makes people think of your place of business 
and something that makes them want to walk by your 
store and stop and look. If you can create that state of 
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mind you will have people thinking of only you when 
they want plumbing or heating. 

Blackboard epigrams supply that “something” that 
makes people want to see your show windows. An epi- 
gram written on a small blackboard in your window will 
create a degree of interest which will surprise you. Then 
to keep up the public interest, change the epigram every 
day. Soon people will pass your place of business day 
You will 
find six of them in eash issue of “Domestic Engineering.”’ 
Start with and 
every day. 


after day, just in order to read your epigrams. 


one of the following, copy a new one 
Try it out and you will be surprised at the number of 
smiling faces you will see around your window every day, 


and many who stop will come in to shop. 


A man isn’t 
around. 


always a musician just because he fiddles 


« * * 


When a man falls in love, it means that some sensible 


girl is looking for a home. 


+ * * 
Wonder if the modern girl’s hope chest contains a 
humidor. 
* + * 


It’s the women other women have no use for, that most 
men want. 
* * - 
A synonym is a word you use when you can’t spell the 
other one. 
* * * 


People are always talking about the weather, but no- 
body ever does anything about it. 





DAHLQUIST 


AQUATHERM 












INSTANT 


red hot coil. 








sibility rests with us. 
quarter of a century. 





Dahlquist 
Aquatherm 
Combinations 28 
prisingly low. 
Complete 
Ready to 


Install 





DAHLQUIST MANUFACTURING COMPANY. 54 west THiro st Sourn Boston, Mags 


Which Do You Sell? Just Ordinary Equipment or 


Tell your prospects that the Dahlquist patented AQUATAHERM must pro- 
vide instant hot water; for the service lines draw water direct from the 


Close the service lines, and automatically steaming hot water stores in 
the boiler as it gushes from by-pass holes in the AQUATHERM. 


TWENTY-FIVE YEAR GUARANTEE 
certificate with every copper range boiler 
When you have installed our Aquatherm Copper Range Boiler all respon 
Against natural defect we guarantee it to last a 


Dahlquist combinations use any fuel. : 
Gas combinations, automatic storage and non-automatic. 


Write today for our catalog describing and 
pricing our complete line of products. 


HOT WATER 


Gas, coal, kerosene and electricity. 
Priced sur- 





A A A A A a 
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Steel Tool 
Chests 


Combination 
Bench Pipe Vise 


Send for Catalogue 


seein and for Sale by 
| The Vanderman Mfg. Co. 


Willimantic, Conn. 
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There are real reasons 
behind the growing 
demand for this qual- 
ity tool. 

ASK YOUR NEAREST JOBBER 











This is the Fire Pot that 
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ELIMINATE “GUESSWORK” 
IN PIPING! 


A Grade Scale, a Level, a plumb and 
a 12-inch rule all in one—the PER- 
FECTION eliminates “Guesswork in 
Piping.”” Practical, convenient, accu- 
rate and durable. Its use saves time, 
prevents mistakes and produces better 
work. In oak box $3.50 In leather 
case $5.50. 


WRITE YOUR JOBBER TODAY! 


Write to your jobber to-day. Tell him the model you 
like and he will be glad to let you inspect this remarkable 
tool. If you don’t think it the greatest invention in the 
plumbing trade in years, return it in ten days. Write him 


today. 
MODERN UTILITIES COMPANY 
Harrisburg, Penna. 


INSPECT 
THIS 
TOOL 


YOURSELF! 


140-47 So. Second St. $3 
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PATENTS 


Plumbing Department 


1,604,682. Flush-tank-operating Lever. Edward L, 
Delany, Brooklyn, N. Y., assignor to Delany Realty Corpo- 
ration, Brooklyn, N. Y. A flush valve operating mechan- 
ism, comprising a tubular member adapted to be secured 
in the front wall of the flush tank and having oppositely 
arranged slots in its side walls at their inner ends, an 
operating lever having trunnions mounted in said slots, a 
cap enclosing the end of said tubular member, means for 
holding the cap thereon, a flush valve carrying lever 
pivotally carried by the end of said cap, and an arm 
carried by the operating lever and adapted to raise the 
flush valve carrying lever. 
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1,604,716. Dental Fountain Cuspidor. Abraham Pflant- 
New York, N. Y. The combination with the usual 
movable dental chair, of a vertically extending housing 
carried by the chair and movable with it, a cuspidor sup- 
ported at the upper end of the housing, and supply and 
_drain pipes within the housing for supplying liquid to and 
draining liquid from the cuspidor. 

* * - 

1,604,782. Ball Cock. Abram N. Pasman, Waterbury, 
Conn., assignor to Scovill Manufacturing Company, Water- 
bury, Conn. In a ball cock, a casing having an apertured 
internal wall forming a socket therein and a boss pro- 
viding a by-pass chamber around the said socket, an inlet 
pipe secured at one end in the said socket, a valve seat 
member secured in position in the socket by the said inlet 
pipe in alignment with the aperture in said internal wall, 
a sleeve connected to the casing and surrounding a portion 
of the said inlet pipe, said sleeve communicating with said 
by-pass chamber, a valve adapted to bear against the said 


valve seat, and means for operating the said valve. 
* = . 


zer, 


1,605,028. Valve-operating Mechanism. Walter F. 
Hinkle, Chicago, Ill., assignor to Beneke Manufacturing 
Company. A flush valve operating mechanism comprising 
a heart-shaped can, and a valve lever having cam surfaces 
corresponding to the lobes of said cam, and a cuspis enter- 


ing the node of said cam. 
= . . 


1,605,262. Faucet Valve. David A. Midgley 
August V. Nielsen, Salt Lake City, Utah, assignors of sev- 


and 


126 
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enteen.twenty-fourths to said Nielsen and seven twenty- 
fourths to William A. Jones, Salt Lake City, Utah. A device 
of the class described, comprising a casing, a main valve 














1,605,028. 


F 1.605.262. 
stem operable within said casing; an auxiliary valve plug 
also operable within said casing; a stem connected with 
said valve plug adapted to contact with said main valve 
stem and move said auxiliary valve within said casing; a 
plurality of longitudinal grooves in the periphery of said 
valve plug; radial openings connecting the bottom of said 
grooves with a central bore in said valve plug. 
< - + 

1,605,344. Flushing Apparatus. Lucien H. Handy, 
Oakland, Calif., assignor to Handy Self Cleaning Flush 
Valve Co., San Francisco, Calif. Flushing apparatus as 
described, comprising a casing formed with a chamber 
adapted to contain fluid under pressure, and a removable 
sleeve adapted to be reversibly positioned in said chamber. 

* +” + 

1,605,690. Supply and Waste Pipe Fitting. Abram N. 
Pasman, Waterbury, Conn., assignor to Scovill Manufac- 
turing Company, Waterbury, Conn. In a fitting of the 
class described a waste pipe, a stopper therein, a supply 
inlet member connected to the waste pipe, a spout de- 
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tachably connected to the supply inlet member, and means 
associated with the spout and making connection with 
the stopper for operating the latter, the said stopper being 
removable through the said supply inlet member when 
the spout is disconnected therefrom. 
* * * 

1,604,980. Automatic Hot-water Heater. Manuel D. 
Dominguez, New Orleans, La., assignor to Charles A. Denis 
and George Sarpy, both of New Orleans, La. A hot water 








,605,690. 
1 605,344. Loos 


tank comprising a cylinder, a closure for each end of said 
cylinder, one of said closures spaced inwardly from its 
end of the cylinder, a disk having a marginal flange fit- 
ting into the latter end of the cylinder in spaced relation 
to said closure, an annular collar having a marginal flange 
fitted over the outside of the last named end of the cylin- 
der, fastening means passing through the wall of the 





Highlights in Pipe 


Threading History 











The first heavy duty pipe 
threading machines using a 


universal chuck were Mer- 
rell machines. 











The first pipe threading 
machines using double cut- 
ting off tools, cutting from 
two sides simultaneously 
were Merrell machines. 


@ 
The first pipe threading 
machines using a quick 
acting friction clutch were 
Merrell machines. 




















When further sound advances are to be made a 
pipe threading machines, Merrell will lead the way 


MER 


PIPE THREADING 
The Merrell Manufacturing Co., 





LL 


MACHINES 
Toledo, Ohio 
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CABCO Gas-Steam Radiators | 


A two-purp-se heating system. On cold days CABCO | 
Radiators function as part of the regular system. When 
boiler heat is not required, CABCO Radiators furnish | 
| almost instant heat wherever it is required. 

Send for Our Bulletin 11. 


CABCO IRON WORKS, Inc.,Gowanda,N.Y. | 





























TROUT DEORE OBE OOOO 


Health-o-Meter 


Automatic Bathroom Scale 


Pomes everywhere are being equipped with this 
handy scale. 


2UBUBUBUBURUROES | 


You can sell them with a bathroom installation job. 


TAX NANI TAXA n@\ aN /@\ i a\ive\e! 






































Kk They are economical —a health asset and a profit- 
| able item to carry in stock. eS 
2) We will be glad to furnish F 
= details on request. S 
s ‘@ 
= e =} 
E Continental Scale Works is 
= 5701 S. Claremont Ave. a 
. S 
5) Dept. 63M 3 Chicago, Ill. e 
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cylinder and said flanges, said annular member having an 
upstanding flange on its outer margin, a casing tele- 
scoping with said last-named flange, a closure for the re- 
maining end of said casing standing in spaced relation to 
the enclosed tank, heat insulating material placed in the 
space between said tank and its enclosure and between 
said lower tank closure and disk, and means projecting 
through said spaced closures for heating water in the tank, 

















1.604,980 1.605,802 


1,605,802. Sanitary Garbage Drain. Jerry D. Wilde, 
Cleveland, Ohio. The combination with a sewer drain 
pipe from a sink of a garbage drain, consisting of an outer 
casing and a perforated garbage receptacle inserted in said 
outer casing, a conduit connecting said outer casing with 
said drain pipe at a point below the normal sewer trap, 
and means intermediate the length of said conduit for 
permitting relative movement of said outer casing with 
respect to said drain pipe, while open communication is 
maintained between said casing and drain pipe through 
said conduit. 

. * ” 

1,604,793. Pump. James M. Stratton, Salem, Ohio, 
assignor to The Deming Company, Salem, Ohio. In a 
pump, driving means, a crosshead guide, a crosshead, a 
pitman connecting the driving means and crosshead by 

















means of a wrist pin freely journalled in both the pitman 
and crosshead, an oilway on the pitman leading to the 
pitman wrist pin bearing, and oilways on the outside of 


| the crosshead leading to the ends of the crosshead wrist 


pin bearings. 
* 7 * 

1,605,107. Valve. Walter J. Frost, Kenosha, Wis. A 
mixing device for hot and cold water comprising a hvous- 
ing, a non-rising stem journalled in said housing, «aid 
stem being exteriorly threaded, a disk valve having inte- 
rior threads meshing with the threads of the stem, means 
for preventing rotation of the disk valve during its recip- 
rocatory movement, a seat for said disk valve, a ported 
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direct inlet valve carried by said valve stem, and adapted 
for rotary movement without reciprocation, said housing 
peing provided with means for introducing hot and cold 
water directly to said ported valve, said rotary valve being 
adapted for selective registration with said inlets. 

* * « 

1,606,013. Torch for Cutting Cast Iron. Robert G. 
Wulff. Los Angeles, Calif., assignor to Purox Company, 
Denver, Colo. In a torch for cutting cast iron the com- 
pination of: a head having a cutting gas cavity and heating 





1.605,107. 
gas cavity; means for supplying a cutting gas to a cutting 
gas cavity in said head; means for supplying a heating 
gas to a heating gas cavity in said head; a tip having a 
central cutting jet orifice extending therethrough, the 
inner end thereof being in open communication with said 
cutting gas cavity, and a plurality of heating jet orifices 
extending through said tip and in open communication 
with said heating gas cavity, said tip having small passages 
for passing heating gas from said heating gas cavity into 
said central cutting jet orifice; 


| 


means for limiting the | 


flow of cutting gas from said cutting gas cavity into said | 


central cutting jet orifice; and securing tip in head. 
+ * a 


1,605,938. Flushing-Valve Mechanism. Philip Haas, 
Dayton, Ohio. The combination with a flushing tank pro- 


vided with a flushing outlet having a valve seat, of a 
flushing valve for engaging said seat and operative con- 
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1.605.938 


hections extending from the valve to the outside of the | 
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tank, for lifting the valve from its seat, said valve and its | 


operative connections being so constructed as to be in a 
Substantially balanced condition when the valve is sub- 


| 


merged, whereby the valve may be raised from its seat | 


and will remain in open position while submerged and 


whereby the valve when deprived of the support of the | 


surrounding water will return to its seat. 
2 . a 
1,606,364. Flushing-Valve Mechanism. Philip Haas, 


Dayton, Ohio. 


The combination with a flushing tank pro- | 























‘EUREKA 


Concrete 
Laundry Trays 
are made by a special 
process assuring posi- 
tive density, great 
strength, watertight- 
ness and impermea- 

bility to moisture. 
HANNEMAN BROTHERS 
7841 South Street «= Detroit, Michigan 























Order from your jobber. 














PHILADELPHIA 


CHESTNUT and 39th ST. 


HOTEL PENNSYLVANIA 


Fireproof —Unrestricted 
arking— Garage 


600 Rooms 
500 Baths 


Rooms with running water 
from $2.59 per day 
Rooms with private Bath 
and Shower 
from $3.50 per day 


Food and Service the best 


Near West Philadelphia Station 
Pennsylvania Railroad 





























KEEPS Y | 


ARE you securing 


the benefits of the 

Bath-a-Day Move- 

ment in your city? 
Ask Us for Full Particulars 


DOMESTIC ENGINEERING 


1900 PRAIRIE AVENUE :: i: GHICACO 
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" BOILER | 
and heating system 
CLEANSER ! 


Cleans. reuvenates and prevents form- 
ation of rust and scale in Steam Vapor 

















: and Hot Water gen Systems and 
: Power Boilers - an excellent cleanser : 
: for Domestic Hot Water Supply Systems 


CONTENTS 2 GAL 
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JOHN G. KELLY, 210 E. 45th St., New York City 


Manufactured by 
No-Rad Rust Corp., 413-19 N. Water St., 


Write for Prices and Literature. 


Lancaster, Pa. 




















} 
| : Exclusive Distributor 
! 
] 
| 
| 
| 





Che Breakers 


ATLANTIC * N.J. 


On the Oceanfront 





referred--- 


N AUTUMN and all seasons by 

those who know and want the best— 

upon either the American or European 
plan —and sensible rates withal. 


HEALTH BATHS 
GARAGE 


GOLF 
AFTERNOON TEAS 


DANCING 


JOEL HILLMAN, JULIAN A. HILLMAN, 


PRESIDENT VICE-PRESIDENT 
eroee . cP 
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| vided with a flushing outlet and flushing valve seat, 
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. 

of a 
valve for engaging said seat, said seat and said valve being 
the one formed of yielding material and the other of syb- 
stantially rigid material, and being so formed as to leaye 
space between the valve and seat when engaged without 
pressure, and to be forced into water tight engagement 
by the pressure of the water in the tank above said valve, 





= 
| 





a 








BE 











——$_ 
1,606,364. 
whereby when said valve is closed after a flushing opera- 


tion, the said space will provide for the after-fill of the 
closet bowl and the valve will subsequently seat accurately 


tank is filled, and connections for said valve. 


* oe * 

1,606,188. Fitting. Howard A. Selah, Erie, Pa., as- 
signor to Erie Malleable Iron Company, Erie, Pa. Ina 
fitting, the combination of a body having an opening hav- 
ing an inner portion screw threaded and an outer portion 
unthreaded; and a slotted sleeve in the opening having 


when the 


=r 


———+f 
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1,606,188. 
end screw threaded to screw into the threads in 
one of 


its inner 
the body and an intermediate portion unthreaded, 
said unthreaded portions being tapered and in wedging 
engagement with the other unthreaded portion to contract 
the sleeve into clamping engagement with a conduit. 
* ~ * 

and Cover for Dishwashers, 
Waukegan, IIl., assignor to 


Drain Board 
Burgess, 


1,605,919. 
Ete. George A. 


| Chicago Hardware Foundry Company, North Chicago, III. 


The combination of a sink body, a depending bowl] form- 





ing a part of said body, a drain board of a flat form 
| associated with said body and bowl, and a vertical pivot 
| connection between the drain board and sink body upon 
| which said drain board has pivotal movement in a hori- 
| zontal plane to have one surface uppermost at all times 
| and in one position to act as a cover for the bowl and in 
| other position act as a drain board at one side of bow! 


1926 
fa 


ub- 
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Classified Advertisements 


8 cents for each word including heading and address. 
Cash must accompany order. 


One inch $4.00. 


insertion. 








Situations Open 


WANTED — EXPERIENCED SALES 
representative to call on Chicago 
plumbing contractors desired by large 
prominent manufacturer producing a 
major line. Acquaintanceship and ex- 
perience necessary. Splendid oppor- 
tunity. When replying give full details 
as to experience and salary expected. 
Address Key 708, “Domestic Engineer- 





ing,” 1900 Prairie Ave., Chicago. 


WANTED — EXPERIENCED SALES 
representative by large prominent 
manufacturer of plumbing fixtures. 
Exclusive representation only. Terri- 
tory comprises Michigan, western parts 
of New York and Pennsylvania. Must 
be experienced producer. Considerable 
promotional work calling on architects 
and plumbing contractors in addition 
to jobbers also necessary. Splendid 
opportunity. When replying give full 
details as to experience and salary ex- 
pected Address Key 709, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 
SALESMAN — EXPERIENCED IN 
selling plumbers’ brass goods, to call 
on jobbers and architects—representing 
high grade manufacturer of complete 
line of fixtures and staple brass goods. 
Two territories open, Ohio and Indiana, 
also Illinois, Michigan and Wisconsin. 
Address Key 710, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 
WANTED ROOFERS. JAMES D. 
Walsh's Sons, 40 Sheridan Ave., Al- 
bany, N. Y. 
WANTED: HIGH-CLASS SALESMAN 
to represent wholesale distributor of 
plumbing, heating and power plant sup- 
plies. Missouri, Kansas and Nebraska 
territory. Address Key 704, ‘‘Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 
Managers wanted with sales 
and executive ability to manage 
plumbing and heating shops 
in our various branches. We 
now operate five shops in 
Southern Illinois territory and 
are now planning to open up 
more. These are real new ter- 
ritories and the sky is the limit 
inopportunity for advancement. 
For further particulars write to 


Illinois Plumbing and Heating 








Co., Headquarters, Duquoin, III. 


Situations Wanted 


EXPERIENCED HEATING ESTIMA- 

tor and installation superintendent 
desires connection with heating con- 
cern, Available January Ist, 1927. 
Address Key 711, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


For Sale 


FOR SALE: HEATING SPECIALTY 

manufacturing business in Chicago. 
Good line. Easy terms to right party. 
Address Key 692, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


For Sale—Plumbing, Heating and 
Tinning business, established 20 
years in a town of 10,000 popu- 
lation and large contingent terri- 
tory. Business must be sold on 
account of death of owner and to 
settle estate. Apply to The Sav- 
ings & Trust Company of In- 
diana, Indiana, Pa. 


STEAMFITTERS AND PLUMBERS’ 

supply business for sale. Est. 10 
yrs.; good commercial rating. Excel- 
lent credit; reas. terms. Address Key 
712, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


Miscellaneous 


The Most Reliable 
PIPE COUPLING BUYERS 


in The Country 


Write us about your surplus 
pipe couplings. 


CAPITOL MFG.& SUPPLY CO. 
550 Nicholas St., Columbus, O. 


Excellent Plant for 
Heating and Plumbing Equipment 
250,000 sq. ft. for sale or lease; all or part. 
New York district. Modern mill construction 
84 acres, 1300 H. P. Power and heating plant; 
special ventilating and humidifying equip- 
ment. Sprinklered. Low insurance. Lacka- 
wanna R.R. Other R. R.s nearby. Excellent 
highways. Good labor. 
HARRISON S. COLBURN CO. 

30 Church St. New York City Cort. 3909 


Count seven words for keyed address. 
Copy should reach us eight days in advance. 


Minimum $2.00 for each 














eeGQVQquaua"—- 
STOP ‘‘GUESSTIMATING”’ 


Avoid Errors and Omissions. Our 


+ ] . 

Plumbers’ Estimate Sheets 
will SAVE Time and Money. 
100 leaves in a book—4'2x10 
1 Book, $1.25 5 Books, $5. 
via Ins. Parcel Post same day we get order. 
LOUIS FINK & SONS CO.., Printers 
Time Sheets, Job Tickets, Letter Heads, etc. 
School Bldg. Laurel Springs, N. J. 
In Business Thirty Years. Noted for Quick Service 


PLUMBERS’ BIN LABELS 
1 3 

@ 12*; 
RED. ELLS 


Send for samplea and prices and free booklet: 
“How to Simplify the Work in the Plumbing Shop. 
Haddon Bin Label Co., Haddon Heights, N. J. 



















Government Proposals 


TREASURY DEPARTMENT, SUPER- 

vising Architect's Office, Washington, 
D. C., Nov. 15, 1926. Sealed proposals 
will be opened in this office at 3 p. m., 


December 15, 1926, for new water pip 
ing, etc., in the U. S. Post Office, Wich- 
ita alls, Texas, Drawings and 
specifications may be obtained from 
the Custodian, U S P O., Wichita 
Falls, Texas, or from this office in the 


discretion of the Supervising Architect 
Jas A Wetmore, Acting Supervising 
Architect. 


Books for Your Trade Library 


Bookkeeping and Cost Finding for 
the Plumber. By Wesley A. 


DIME coccccse sececseescocesccece 1.00 
Practical Methods of Sewage Dis- 

posal. By H. N. Ogden and H. B. 

COV ORIG 66.5 dot wtaSte ersten we ne 1.50 
The Sanitary Sewerage of Build- 

ings. By Thomas S. Ainge..... 1.50 
Merchandising the Plumbing Busi- 

ness. By Karl W. Zoeller...... 1.60 


Sanitation in the Modern Home. 

By JONG MH. AlOMeccccccccceses 2.00 
Notes on Heating and Ventilation. 

By Prof. Jonm KH. AllOM.ccccece 2.50 


Standard Practical Plumbing. By 
R. BE, BERSOGSR. ccccccccccseses 3.60 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 








| 7 

Y SUBSCRIPTION RATES 
‘ United States and possessions 
| and all countries to which U., S. 
domestic postal rates apply; and 
Canada: 

1 Year, 52 Weeks... .. . $2.00 

SWE Sees ecawiasns BO 
| 


Other Countries 1 Year . . 3.00 


po ae 


DOMESTIC ENGINEERING CO. 


1900 PRAIRIE AVENUE, CHICAGO. 
Gentlemen: Please enter my subscription for DOMESTIC ENGINEERING for 


MR I ae he nc baach dale ks 
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l It is all lead—one 

piece — made of 
100% pure soft South- 
western Missouri pig 
lead. Strongest con- 
struction, durable, 
good looking. 
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new Super flange 


y Made under 100 

pound per square 
inch pressure—mi- 
croscopic view shows 
perfect solidity ot 
the metal—no blow- 
holes or laminations. 





3 Very pliable and 
ductile. Easy ad- 
justment. Feather 
edge at boot top and 
special caulking ring 
mean easy watertight 
caulking. 








4 Rounded corners 

and beveled edges 
mean easy handling. 
Boot is roundedinto * 
apron, making easy , 
adjustment to any 
pitch of roof. 


The new EAGLE Super FLANGE comes nested 25 or 50 flanges in secure, wirebound packages, an addi- 
tional advantage in lower freight rates. Carried in convenient stock sizes by all leading jobbers and dealers. 
Try the new EAGLE Super FLANGE on your next job. You will be Super-satisfied. Write for free folder. 


The EAGLE-PICHER LEAD COMPANY : Chicago, Joplin, Cincinnati 


EAGLE § uper FLANGE 


ALL LEAD, ONE PIECE—NO BLOWHOLES—EXTRA PLIABLE | ae 


ROUND CORNERS, BEVELED EDGES 








Mention Domestic ENGINEERING when writing advertisers. 








